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Practical a 


THEIR COMBINATION of modern good looks and 
remarkable functional versatility has won for PC 
Glass Blocks the high regard of most architects. 
These blocks transmit daylight generously . . . yet 
they preserve privacy, shut off unwanted views. 
Their insulation value recommends them for 
many applications. And the variety of patterns and 
sizes available create a wide range of design possi- 
bilities, Architect: Stiles Clements. 


FOUR TIMES AS STRONG as ordinary Plate Glass of 
the same thickness . . . that’s Herculite Tempered 
Plate Glass. It has been accepted as the ideal ma- 
terial for store doors, entrance panels, partitions 
... wherever you desire the beauty and trans- 
parency of Plate Glass combined with the rugged- 
ness to resist hard usage. Architects: McKim, 
Meade & White. Samuel G. Wiener, Associate. 


PITTSBURGH PLATE GLASS COMPANY 
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in commercial buildings 


TWINDOW, Pittsburgh's new window with built-in insulation, is ideal for 
many applications such as hotel room windows, store windows, frozen food and 
refrigerated cases, office and factory windows, etc. window made up of two 
panes of glass with an air space between them, cuts heat loss through windows 
nearly in half. When made with three or more panes of glass, I window s 
insulating effectiveness is even greater. It minimizes downdrafts through win- 
dows. It adds to comfort all year 'round. And it virtually prevents steaming 
or frosting of windows. 


Pittco De Luxe 
Double Face 


THERE ARE 2 LINES of Pittco Metal dus 


for vou to choose from in store front 

work. Pittco De Luxe, long a favorite 

with architects, is the aristocrat ol 4 
store front metals., Pittco Premier, 
lighter in weight and more mod- 
cratelv priced, is noteworthy 
for its beauty, its modern styling, 
and its quick, easy installation, 


STORE FRONTS today exhibit a growing trend 
toward the “open vision” type of design. These 
fronts make more exacting demands on store front 
materials than ever before ... in quality, clarity, 
appearance, insulation effectiveness, cic. Pitts 
burgh Products such as Carrara Structural Glass, 
Polished Plate Glass, Pittsburgh Mirrors, Hercu- 
lite Tempered Plate Glass and Twindow, the new 
window with built-in insulation, will invariably 
meet these demands to your satisfaction , . . and 
your client's. Architects: Thalheimer & Weitz. 


We believe you will find much to interest you in our illustrated booklet of ideas con- pe——— po ОТЕ "ы ты, 1 
cerning the use of Pittsburgh Glass in building design. Send the coupon for your free сору. Pittsburgh Plate Glass Company 
2025-7 Grant Building, Pittsburgh 19, Pa. 

Please send me, without obligation, your booklet 


entitled: “Ideas for the Use of Pittsburgh Glass 
in Building Design." 


* Design it better with 


Visbuugh Glass 


"PITTSBURGH" sand fot y Glass and Paint 


G 


PITTSBURGH PLATE GLASS COMPANY 
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The new steam distribution line 
which serves a number of widely 
scattered campus buildings at Deni- 
son University, faces a round-up of 
hazards. Ав always, some attack 
occurs from the steam. Conden- 
sate is invariably aggressive. The 
overhead runs are exposed to the 
weather, while underground sec- 
tions are surrounded by atmos- 
pheres that create unusually severe 
conditions. 

The designers met this threat by 
using Byers Wrought Iron for all 
supplies and returns in the system. 
The same material was installed 
in condensate piping in boiler 
house and buildings; domestic hot 
water piping, underground and in 


"ETERNALLY YOURS” — professionally- 
produced 16mm sound motion picture. Ап 
entertaining saga of the wrought iron in- 
dustry, available to technical groups. New, 
authentic, informative. Write Modern Talk- 


ing Picture Service, Inc., 9 Rockefeller 
Plaza, N. Y. 20, N. Y. 


DENISON UNIVERSITY, Granville, O. 
STEAM DISTRIBUTION SYSTEM 
William Gehron, Denison University Architect 


A. J. Kinney, Inc., Consulting Engineers 


Т. J. Connor Co., Heating Contractors 


DW jon the project 
calls fer Central Healing — PROTECTION cat f^ 
BYERS WROUGHT IRON PIPE 


buildings; overflow and drain pip- 
ing in the boiler house; and boiler 
blow-off piping. 

Wrought iron has been used for 
years in distribution systems, and a 
glance at the record tells why. One 
classic installation is а 10-inch 
wrought iron line installed in Illi- 
nois shortly after the turn of the 
century. After 13 years use, the 
line was relocated. Only one 
length was badly corroded, and it 
was found not to be wrought iron 
but a low-first-cost material which 
apparently had been included in 
the original installation through 
some error. The rest of the pipe 
was relaid, and at last report was 
still operating. No further main- 


tenance has ever been required. 
You'll find the reason for such 
performance in the unique com- 
position and structure of wrought 
iron. Tiny fibers of glass-like sili- 
cate slag, threaded through the 
body of high-purity iron, halt and 
“detour” corrosive attack, and so 
discourage pitting. They also help 
toanchorthe initial protective scale, 
which shields the underlying metal. 
Our bulletin, "Wrought Iron for 
Underground Services,” is full of 
useful information. Ask for a copy. 
A. M. Byers Co., Pittsburgh, Pa. 
Established 1864. Boston, New York, 
Philadelphia, Washington, Atlanta, 
Chicago, St. Louis, Houston, Salt 
Lake City, Seattle, San Francisco. 


CORROSION COSTS YOU MORE THAN WROUGHT IRON 


BYERS 
GENUINE WROUGHT IRON 


TUBULAR AND HOT ROLLED PRODUCTS 


ELECTRIC FURNACE ALLOY STEELS * OPEN HEARTH ALLOY STEELS 
CARBON STEEL TUBULAR PRODUCTS 


ARCHITECTURAL RECORD 


ARCHITECTURAL 


RECORD 


F.W.DODGE  Copyrigh! 1947 with all rights reserved F. W. DODGE 


CORPORATION е Vice-President in charge of Mag- 
azine Division, H. Judd Payne e EDITORS: Editor- 
| in-Chief, Kenneth Kingsley Stowell, АЛА; Man- 


aging Editor, Emerson Goble; Senior Associate Editor, 
Douglas Haskell; Associate Editors, John W. Ragsdale, 
James S. Graham, Jr; Associate in South America, 
Edmund J. Whiting, А.І.А.; News Editor, Florence A. 
уап Wyck е ART DEPARTMENT: Myron 5. Hall, 3rd; Peter Piening, 
Consultant е CONSULTANTS: Industry Relations Consultant, Thomas 
S. Holden; Statistical Consultant, Clyde Shute; Building Economics 
Consultant, Norbert Brown; Field Research Consultant, Clifford 


CORPORATION 


Dunnells, Jr. 


Architectural Record (combined with American Architect and Archi- 
tecture) is published monthly by F. W. Dodge Corporation, 10 Ferry 
St., Concord, М. H., with Editorial and Executive Offices at 119 West 
40th Street, New York 18, М. Y. Thomas S. Holden, Pres.; Howard J. 
Barringer, Vice-Pres. and Treas.; Irving W. Hadsell, Vice-Pres.; Chaun- 
сеу L. Williams, Уісе-Ргез.; Sanford D. Stockton, Jr. Secy.; Walter F. 
De Saix, Asst. Treas.; Edwin H. Freed, Asst. Treas. Member Audit Bu- 
reau of Circulations and Associated Business Papers, Inc. Architectural 
Record is Indexed in Reader's Guide, Art Index and Industrial Arts 
Index. Subscription rates: United States and Possessions, Canada, 
Cuba, Mexico, Central and South America, and Spain, $4.50 the year, 
$7.50 for two years, $9 for three years; elsewhere, $6.50 the year, 
$11.50 for two years, $15 for three years. Single copy, $1. Circulation 
Manager: Marshall T. Ginn. Every effort will be made to return ma- 
terial submitted for possible publication lif accompanied by stamped, 
addressed envelope), but the editors and the corporation will not be 
responsible for loss or damage. Other Dodge Services: Real Estate 
Record & Builders’ Guide, Sweet's Files, Home Owners’ Catalogs, 
Dodge Reports & Dodge Statistical Research Service. 


FEBRUARY 1947 


VOL. 101. NO. 2 


THE CAPITOL OF ONE WORLD ..... 
An Editorial . . . by Kenneth K. Stowell 


RIVERFRONT REDEVELOPMENT FOR CINCINNATI 


The Proposed Metropolitan Master Plan for the Downtown Riverfront. City Planning 


Commission, Cincinnati, Ohio 


RENTAL HOUSING 


By Emerson Goble 


RENTAL HOUSING NEEDS ARCHITECTS' INITIATIVE . 


By Raymond M. Foley, Commissioner, Federal Housing Administration 


THE RENTAL HOUSING MYSTERY 
By Miles L. Colean 


LET'S LIFT FEDERAL TAXES FROM HOUSING 


By Herbert U. Nelson, Executive Vice-President, National Association of Real 


Estate Boards 


BUILDING TYPES STUDY NO. 122... STORES . . 
ECONOMICS OF DEPARTMENT STORE PLANNING . 


By N. A. Owings, of Skidmore, Owings & Merrill, Architects 


FOR A MORE EFFICIENT BIG VOLUME STORE 


Abraham and Straus, Brooklyn, N. Y. 


FREE FLOW PLAN IN A CITY STORE 
Stern Bros., New York City 


FOR GREATER EFFICIENCY IN STORAGE AND SERVICE 


By Dr. Louis Parnes, А.І.А. 


JOSEPH MAGNIN, PALO ALTO, CALIF. 


Gruen and Krummeck, Designers 


WISS JEWELRY, EAST ORANGE, М. J.. . 


J. A. Fernandez, Architect 


BLACKTON’S, NEW YORK CITY 


Louis J. Gluskin, Designer 


PHOTO SHOP, BERKELEY, САШЕ. . . . . . 


John Carl Warnecke, Architect 


ARCHITECTURAL ENGINEERING . . 
HOTEL FIRE SAFETY 


PREVENTING THE SPREAD OF FIRE . . 
By Maurice Webster 
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` Your clients 
benefit in 3 ways 


when Flush Valves are 


ADJUSTABLE 


px 


Here are just three of the many ways in which users 
benefit from adjustable flush valves: 


1 FIXTURES OPERATE MORE EFFICIENTLY 


Since fixtures differ in their water requirements, only 
with adjustable flush valves can the exact coordina- 
tion of fixture and flush be obtained to get top oper- 
ating efficiency. 

2 SAVE MORE WATER e 
By delivering only the amount of water required for 
the fixture on which it is installed, an adjustable flush 
valve often saves an extra half gallon or more of 
water on each flush. In a building with 500 flush 


valves this can amount to extra savings of 1,400,000 
gallons or more of water per year. 


3 EFFICIENCY MAINTAINED EVEN AFTER 
YEARS OF SERVICE 


Over the years, normal wear and foreign material 
4 in the water are bound to change operating condi- 
e 4 tions. When flush valves are adjustable, compensa- 
| tion for these changes сап be readily made to main- 
tain maximum operating efficiency. 


Erom E" 
on let's call 
Valves that are mies flush 
—= Ше. 


A few additional words in your specifications, such as “all 
flush valves must be adjustable from the outside,’ will bring 
your clients all the above advantages. 


THE IMPERIAL BRASS MFG. CO. 
1240 W. Harrison Street, Chicago 7, Illinois, | Surprisin 


сап Ь 
Ў THEY PAY FOR THEMSELVES IN WATER THEY SAVE роды in a year whe 
<y alves n | 
74% You get SN adjustable | 
Als: AL maximum water say. 
7 ngs on every fixture sav. 


alve Applications": 


АКСвНтге 
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Housing Balanced on Congressional Teeter-Totter 
FHA Pushes Rental Housing * W-E-T Bill Proposals 
Are Split • International Housing Study Suggested 


While the federal government, having 
discarded many of its building controls, 
turns its emphasis to a program of rental 
housing, the building industry moves 
rapidly ahead to meet the nation's man- 
ifold construction needs. 

As the new Congress got squared away 
for its task of reorienting legislation af- 
fecting the nation's economy, building 
and housing remained balanced on a 
fence between the "planned economy” 
and free enterprise. While there didn't 
seem to be much doubt on which side 
the teeter-totter would eventually come 
to rest, the new Congress did not show 
much disposition to complete the push 
into freedom for building. Other things 
were to come first, matters such as labor 
legislation and taxation and budgets, 
though the obvious need for rental hóus- 
ing was bringing real pressure for action, 
and the W-E-T Bill was still around. 

Had it not been for the President's 
moves іп December to remove many 
building controls and to substitute per- 
mits for the priority system, Congress 
would probably have kept building — 
or at least housing — on the agenda for 
early action. But there seemed a dis- 
position to feel that the President had 
taken the ball, and that it might be good 
strategy to let him carry it for a while. 
Nevertheless, the housing matter was 
far from dead, and various veterans’ 
groups and others were coming forward 
with programs, mostly directed at stim- 
ulating private investment in rental 
housing. 


Rental Housing Before Congress 


In his state-of-the-union message the 
President said very little about housing. 
He called it "of great importance" and 
said it should be the responsibility of 
private enterprise, adding: "the govern- 
ment will continue to expedite the flow 
of key building materials, to limit non- 
residential construction, and to give 
financial support where it will do the 

. most good. Measures to stimulate rental 
housing and new types of housing con- 
struction will receive special emphasis." 

Тһе President had made these prom- 
ises and set forth these objectives in his 
December statement. Controls were to 
be "relaxed or dropped as rapidly as the 
situation permits." He had asked for 
studies of proposals to cover cooperative 
and mutual housing enterprises, "yield 
insurance" on rental projects, tax in- 
centives to builders, and federal aid for 
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housing low-income families. He wanted 
the insured financing authority under 
the Patman Act extended at least for 
rental housing. 

То increase the proportion of rental 
units, all available means are to be used 
— new construction, conversion, re- 
habilitation and re-use. For one thing, 
the President released to FHA the sec- 
ond billion dollars under the Patman Act 
for insured mortgage financing to build- 
ers. FHA simplified procedures and 
broadened eligibility standards; it also 
arranged to review and amend commit- 
ments issued in advance of construction 
and to extend the term of amortization 
beyond the usual 28 years; it further 
worked out lending regulations to permit 
adjusting of mortgage terms at subse- 
quent periods. NHA arranged meetings 
regionally and locally to develop con- 
struction programs. 

Specifically, for instance, FHA re- 
duced monthly carrying charges on 
financing new multiple housing projects 
with a view to cutting rentals. This was 
done by extending mortgage maturities 
by five years or more. It largely affects, 
say officials, "types of construction and 
architectural design heretofore not eligi- 


ble, with emphasis placed on small 
rental structures." lt eut the minimum 
required initial principal payment on a 
level annuity basis from 2 per cent to 
115 per cent of the original mortgage. 


Multi-Family Projects Pushed 


One of the first steps taken under the 
new set-up was an announcement by 
FHA of a series of changes in its pro- 
cedures and policies intended to encour- 
age larger production of rental dwellings 
for veterans. Three broad avenues of ap- 
proach will be used: (1) conversion of 
existing structures, which will produce 
the quickest action at lowest cost and 
probably at lowest rentals; (2) construc- 
tion of more two-, three- and four- 
family units, considered the next speed- 
iest method and one which will broaden 
opportunities for builders and investors; 
and (3) production of more large-scale 
rental structures, 

In its announcement of a 533-unit 
student-veterans housing project at the 
University of Miami, to be financed 
with the largest single mortgage to date 
insured by FHA ($4,969,100), Agency 
officials advised that preparations for 
multi-family projects had gone ahead in 
recent months in spite of the uncertain 
future of building costs, short supply and 
uneven flow of building materials, and 
uncertainty as to rent allowances. More 
than 60,000 units in such projects were 
listed in various planning, processing or 
committed stages, and FHA was under 
pressure to speed up its processing of 
applications for insurance of rental 
housing loans. 


(Continued on page 10) 


**We should have stayed up north where we had climatic control! '' 


— Drawn for the RECORD by Alan Dunn 
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Cran es 


Production plans 


We don’t need to tell you that Crane plumbing and heating 
equipment has been in short supply this past year. Even stepped- 
up production has been unable to meet the unprecedented de- 
mand. Here’s how the situation stands today: 


THE CRANE POTTERIES AT TRENTON have greatly enlarged 
their facilities and are today producing more vitreous china and 
Duraclay fixtures than at any time in our history. 


THE CRANE ENAMELWARE PLANT AT CHATTANOOGA is in 
production on bathtubs, sinks, lavatories and other porcelain 
enamel on cast iron products. Manufacture has been concen- 
trated on items in greatest need, and production on these in 
many cases exceeds prewar production. Plant capacity is greater 
than ever before, and 1947 will see an even greater quantity of 
plumbing fixtures pouring out as fast as material and labor 
conditions permit. 


THE CRANE BOILER AND RADIATOR PLANT AT CHATTANOOGA 
produced as great a number of boilers as were made before the 
war, and radiator production closely approached prewar peaks. 
This new plant with its modern equipment is designed to turn 
out heating equipment by mass production methods, assuring 
even greater production in 1947. 


This is a record of which Crane Co. may well be proud— we 
regret that it was still not enough to give everyone the new 
Crane equipment he wanted. 


Every effort is being made to step up this production in 1947. 
How soon this increased production can meet the tremendously 
expanded demand for plumbing and heating depends on con- 
ditions which today are shrouded in uncertainty, but builders 
may be assured that Crane Co. will continue to do everything 
possible to meet the unprecedented demand. 


Тһе situation is improving steadily. Check with your Crane 
Branch on the items you need— we will do everything in our 
power to supply you with the equipment you want. 


CRANE 


ADVANCE INFORMATION FOR BUILDERS 
ON THE CRANE 1947 LINE 

This colorful book just published shows Crane 
Bathroom Groups, Kitchen Sinks and other 
plumbing equipment that will be available in 
1947. Copies should be in the hands of every 
builder planning residential construction. If you 
have not received yours, ask your Crane Branch 
or write Crane Co. on your business letterhead. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 
PLUMBING * HEATING * PUMPS 
VALVES • FITTI MES SS PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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If Noise Demons trouble your clients 


га 


ҒА 


Stop them with this ceiling 


FFICIENCY DROPS in an office 

that's infested with noise de- 
mons. These pests breed in the 
din of clattering machines, loud 
voices, and shrill bells, Noise de- 
mons cause errors, rasp nerves, 
cost money. 

You can help your clients to 
end noise demons permanently, 
with Armstrong’s Cushiontone*. 
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100004 


Тһе 484 deep holes in each 
12" square of this fibrous mate- 
rial absorb up to 75% of all 
noise striking the ceiling. In ad- 
dition, a ceiling of Cushiontone 
is an excellent reflector of light. 


It can be easily cleaned or 
ж Reg. U. S. Pat. Off. 


- 


Its Arms rong's Cush 
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- 
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- 
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iontone 


m 
painted many times without af- 
fecting its acoustical efficiency. 
FREE BOOKLET, “How to Exter- 
minate Office Noise Demons," 
gives all the facts. Write for your 
copy to Armstrong : 
Cork Со. 2402 
Stevens Street, 
Lancaster, /7 
Penna. e 
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W-E-T Proposals Split Up 


Generally speaking, early prospects 
are for considering housing proposals as 
separate bills and on their individual 
merits rather than a bulking of a wide 
range of proposals under one measure 
such as the Wagner-Ellender-Taft bill of 
1946 fame. Some want especially to have 
public housing proposals treated sepa- 
rately. But the President, in his state-of- 
the-union message, specifically asked 
Congress for "comprehensive legisla- 
tion . . . similar to the non-partisan 
bill passed by the Senate last year. At a 
minimum, such legislation should open 
the way for rebuilding the blighted areas 
of our cities and should establish positive 
incentives for the investment of billions 
of dollars of private capital in large-scale 
rental housing projects, It should pro- 
vide for the improvement of housing in 
rural areas and for the construction, 
over a four-year period, of half a million 
units of public low-rental housing. It 
should authorize a single peacetime fed- 
eral housing agency to assure efficient 
use of our resources on the vast housing 
front.” 


Industry Trends Indicative 


Meanwhile, general trends in the in- 
dustry indicated not only more houses 
and apartments but also schools, stores, 
office buildings, and some factory ex- 
pansion. Economists counted on an up- 
ward swing in construction to buttress 
total business activity with downward 
price swings getting under way. Some 
felt high costs might temper a building 
boom, 

As to new departures in construction, 
few foresee radical changes in design but 


many expect continued new develop- 
ment in materials. Prefabs are expected 
to hold in the main to conventional de- 
signs. Р 
Among statements of the current chal- 
lenge to the industry is one presented to 
the Senate Small Business Committee 
by H. E. Foreman, managing director of 
the Associated General Contractors. 
“Тһе period of its greatest activity іп 
history lies ahead of the construction in- 
dustry," Mr. Foreman said. "The re- 
moval of regulations does not constitute 
a magic plan, complete with a set of 
statistics which will show that within a 
year or two everyone will be well housed. 
'The demands for new housing and other 
construction are во great that they can- 
not be fulfilled immediately even with 
production far above any previous 


peaks." 
Skilled Workers Trained 


Тһе Department of Labor cites the 
construction industry as a pace-setter 
in the field of skilled worker training. 
Heavy increases in apprenticeship in the 
industry, says the Department, lead a 
general postwar advance in such train- 
ing. Here are some of the figures they 
rely on: apprenticeship programs in 
building trades moved up from 954 on 
VJ-Day to 2033 by the end of last Octo- 
ber and the number of participating 
contractors went up even more sharply 
from 16,780 to 45,660. Ex-servicemen 
now account for fully 85 per cent of all 
the apprentices. 

In the labor picture generally, the 
Bureau of Labor Statistics reports that 
1,700,000 workers were engaged in new 
on-site construction, a less than seasonal 


The architect of the 
Wallace K. Harrison of New York City 


World Capitol: 
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HARRISON NAMED 
TO PLAN U.N. SITE 


What is likely to prove the prize 
architectural plum of the year, and 
possibly of the decade, has been awarded 
to Wallace K. Harrison of New York in 
his appointment as Director of Planning 
for the projected skyscraper capitol of 
the United Nations. 

Mr. Harrison, co-designer of Rocke- 
feller Center and one of the leading 
architects in the country, was the 
unanimous choice of the U. N. Head- 
quarters Advisory Committee. President 
of the Architectural League and senior 
member of the New York architectural 
firm of Harrison and Abramovitz, Mr. 
Harrison will have full authority to 
prepare the plans for the world capitol. 
He will be assisted by a special staff of 
architects and engineers and a U. N. 
Board of Design Consultants composed 
of leading architects of other United 
Nations countries. 


decline. Even so, lessened demand for 
skilled workers in many parts of the 
country during the winter has eased the 
general shortage. From the standpoint 
of home building, BLS says, construc- 
tion labor was most difficult to obtain in 
California, especially in Los Angeles and 
San Francisco, where hundreds of homes 
were being delayed by inability to obtain 
workers. 


International Unit Asked 


А request has been made to the Eco- 
nomic and Social Council of the United 
Nations to set up a unit on international 
problems of housing and planned recon- 
struction. The request, made by the 
International Congress for Housing and 
Town Planning, is reported by Assistant 
Secretary of Labor Philip Hannah, who 
headed the U. S. delegation at the meet- 
ing in England. Mr. Hannah submitted 
a report to the Secretary of State on the 
meeting, at which formal discussion 
centered around: (1) replanning the 
centers of cities including decentraliza- 
tion of population to outlying parts of 
metropolitan regions; (2) housing eco- 
nomics — including finance in forms of 
government assistance; and (3) housing 
techniques which emphasized recent de- 
velopments in building methods. 

Plans for the next meeting of the or- 
ganization and for its future program 
are to be drawn up by an Interim Ex- 
ecutive Committee of which Walter 
Blucher, executive director of the Amer- 
ican Society of Planning Officials, is the 
American member. 


Loans Hit Peak 


Тһе Federal Home Loan Bank System 
reports that the combined assets of its 
member institutions hit a peak in 1946 
of roughly $10 billion, a gain of $1,500,- 
000,000 during the 12-month period. 
Mortgage loans for the year were about 
94 per cent more than 1945. Of a $3,- 
400,000,000 total, more than $600 mil- 
lion was for loans to finance home con- 
struction compared to $176 million in 
1945. 


Odds and Ends 


Scattered developments of building 
interest include the following: 

l. Among new guaranteed market 
contracts is one for 8500 factory-built 
plywood houses during 1947 with the 
General Panel Corp. of Los Angeles. 
RFC approved a $1,500,000 loan appli- 
cation from the corporation. The house 
is a one story, two-bedroom bungalow 
type of 714 sq. ft. floor area. 

2. А Commerce Department booklet 
on brick manufacture reports that more 
than half of all houses in cities of one 
million or more are made of brick. In 
cities between 500,000 and one million 
about 25 per cent are of brick, while in 
smaller cities the total runs about 11 per 

(Continued on page 12) 
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Handsome "Clapboard" Lines 
for Versatile Design . . . 


REYNOLDS ///e/ime ALUMINUM 
WEATHERBOARD SIDING 


ours find plenty of design possi- 
bilities in this economical sheet sid- 
ing that simulates 4” clapboard... with 
3%” shadow line, attractive corner posts 
to finish off walls, inconspicuous nailing 
under the crimps. And it’s available right 
now in any quantity...for new construc- 
tion and remodeling work. 

And your client will appreciate at once 
the further advantages of this sheet alum- 
inum siding...the first-cost economy and 
fast erection, with 24” vertical coverage 
in 8’, 10’ and 12’ lengths...plus the life- 
time durability of a modern building 
material that is fire-proof, rust-proof, rot- 
and termite-proof. 

What’s more, this siding gives high in- 
sulation value—reflecting up to 95% of 
radiant heat, outward in summer, inward 
in winter. Painting is unnecessary for 
protection. Aluminum weathers to a 


beautiful dull-grey...or it takes paint 
well when desired. 

Specify this siding for modest homes, 
garages, farm, commercial and industrial 
structures. Consider, too, the attractive 
contrast which natural aluminum will 
make with other surfaces when adding 
a porch, a wing or a garage. 


Write for your A.I.A. File on Reynolds 
Lifetime Aluminum Weatherboard Siding. 


REYNOLDS METALS COMPANY 


Building Products Division Louisville 1, Kentucky 


See the Reynolds exhibit at the National Association of Home Builders Convention in Chicago 


FEBRUARY 1947 


REYNOLDS 
LIFETIME ALUMINUM 


WEATHERBOARD SIDING 
MERE Rte E ы! 


Sheet crimped in simulation of 4” clap- 
board. 8, 10 and 12 feet, 24" coverage. 


CLAPBOARD SIDING 


Individual clapboards fit together, covering 
all nails. 8” exposed surface, 12” lengths, 


SHINGLES 


Completely interlocking, covering nails, 
Coverage, 8" x 14/,”, Shadow line, 14”. 


"'SNAP-SEAL'^ ROOFING 


SS dieses: 
Sheets interlock, all nails covered, weather- 
tight. 6, 8, 10 and 12 feet, 24” coverage. 


CORRUGATED ROOFING AND SIDING 


2 77 


La 


Extra thick (.024"')—therefore sturdier, yet 


lighter. 6, 8, 10 
5-V CRIMP ROOFING AND SIDING 


Same extra thickness means sturdier sheet 
yet lighter. 6, 8, 10, 12 feet, 24” coverage. 


, 12 feet, 26” wide. 


Also Aluminum Studs, Trusses, Window 
Frames, Garage Doors, Reflective Insulation 
and complete Aluminum Houses. 
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MICHAELS PRODUCTS 


MOONY 
m 


Since 1870 this organization Fifres for Banks and Olices 


has manufactured bronze, aluminum and TM Pone Doors 
evator Doors 
nonferrous metal products to meet Elevator Enclosures 
à E : Check Desk di 
virtually every building requirement. 5 e Cry pi nd 
Durin : : Marquise 
g this time a large part of our таме and Signa 
work has been the faithful reproduction, Name Plates 
Р 1 f { ; У Astragals (adjustable) 
in metal, of architects’ creations and Railings (cast and wrought) 
plans. Today we are іп an even better p e Bode 
position to handle this class of busi- перер ee Grilles 
B 2 r1 n ickets 
ness. So, whether it be new construction Kick and Push Plates 
А А ۴ Push Bars 
or a remodeling job, don’t overlook Wrought Iron and Bronze Lighting | 
. ixtures 
the products and service offered by Wire Work 
Michaels. Write for more details. The Cast Thresholds 
4 А Extruded Thresholds 
bronze door illustrated above is only Extruded Casements and Store 
. ront Sas! 
one of many Michaels products. A Bronze and Iron Store Fronts 
partial list is given in the next column. Bronze Double Hang Windows 
THE MICHAELS ART BRONZE CO., Inc., Covington, Kentucky 
` Manufacturers since 1870 of many products in Bronze, x 


Aluminum and other metals 
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cent. Only 4 per cent of rural houses are 
of brick and only 2 per cent of all farm 
houses. 

3. The National Association of Home 
Builders has called for liquidation of the 
Federal Public Housing Authority and 
handling of relocating temporary public 
units by the Army Engineers. 

4. FPHA advises that 53 permanent 
housing projects in 1] states and Hawaii 
recently became available for use as low-’ 
rent public housing for low-income fam- 
ilies. They represent a total of 14.521 
dwelling units and a cost of $67 million. 

5. Hundreds of privately owned prop- 
erties leased by the federal government 
during the war and remodeled to house 
war workers are now being returned by 
FPHA to the original owners. 


\7 e. + 
کړه‎ % % 


CONFERENCE ОМ 
CHURCHES HELD 


Protestant church buildings, addi- 
tions and improvements to the total of 
$650 million are currently being planned, 
architects attending a meeting of the 
North American Conference on Church 
Architecture last month were told. 

Definite trends in church design were 
indicated by the exhibit of photographs 
and plans of recently completed and 
projected Protestant churches held in 
conjunction with the conference. Facili- 
ties such as recreation halls and kitchens 
are almost universally demanded. A 
general departure from the convention- 
hall auditorium-type of church is noted 
in all denominations in favor of the 
sanctuary with chancel and altar that is 
traditional in the Episcopal Church. 
Less than half a dozen of the more than 
100 churches displayed veered from the 
traditional in exterior design. 

One of the main speakers on the pro- 
gram was Henry L. Kamphoefner, 
A.L.A., head of the school of architec- 
ture at the University of Oklahoma. 
Speaking on "Architectural Education 
and its Relation to Contemporary 
Church Architecture," Professor Kamp- 
hoefner stressed the importance of 
developing an architecture expressive of 
our own time. Greek architecture, he 
said, became great “because it was ех- 
perimental, because of the constant and 
persistent character of the classical 
Greek to do something better than had 
ever been done before. The Parthenon, 
the Erectheum and other beautiful 
buildings on the Acropolis in Athens 
were modern architecture in their time. 
If conservative reaction had been as 
successful then as it is now in thwarting 
expression and progress in architecture, 

(Continued on page 14) 
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How to get power without pull 
NS 


OWER follows cranes, hoists and portable tools 
like a well-trained pup when BullDog Industrial 
Trol-E-Duct goes to work in a plant. 

That's why we say you can show your clients how 
to get power without pull with this modern, flexible 
system for electrical distribution. Eight ounces is all 
it takes to move current-collecting ball bearing 
trolleys along the continuous slotted duct. 

Conductors are safely enclosed in a sturdy steel casing 
to remove the menace of accidental contact. Hazards 
of long, dangling extension cords are gone, too. 

Because trolleys can tap power from every inch of 
the duct, the need for rewiring or adding new fixed 


A 


ELECTRIC PRODUCTS COMPANY 


Гена Y @ 
> 3 n 


outlets to accommodate production changes is com- 
pletely eliminated. And because rigid bus bars insure 
uniform contact pressure, dangerous arcs and resultant 
breakdowns are prevented—a major saving in mainte- 
nance costs. 


Besides the advantages of safety, efficiency and 
economy, BullDog Industrial Trol-E-Duct has 100- 
percent salvage value if plant alterations call for re- 
locating the system. 


Call a BullDog Field Engineer today and let him 
show you a BullDog installation near your own office. 
Or, if you prefer, simply write BullDog direct and 
we'll send detailed descriptive folders. 


BullDog manufactures Vacu-Break Safety 
Switches— SafToFuse Panelboards— Superba 
and Rocker Type Lighting Panels—Switch- 
boards— Circuit Master Breakers —‘’Lo-X” 
Feeder BUStribution DUCT—"'Plug-in" Type 
BUStribution DUCT—Universal Trol-E-Duct for 
flexible lighting—Industria! Trol-E-Duct for 
portable tools, cranes, hoists. 


Detroit 32, Mich. Field Offices In All Principal Cities. In Canada: BullDog Electric Products of Canada, Ltd., Toronto. 
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Housing Project, Battle Creek, Michigan. 


Concrete craftsmen choose 


White Cement 


Most fine printing is on white paper because it provides a 
better background for either black or colors. For the same 
reason, a matrix of Atlas White Cement in Terrazzo, Stucco, 
Portland Cement Paint, and precast Architectural Concrete 
Slabs captures the full color overtones of pigments or ag- 
gregates, whether in contrast or blend. 


Atlas White is a true portland cement and similarly meets 


standard specifications. Beautiful colors retain full value for 


years. Cleansing is simple . . . maintenance costs are low. 


For further information, write to Atlas White Bureau, 
Universal Atlas Cement Company (United States Steel Cor- 
poration Subsidiary) , Chrysler Building, New York 17, N. Y. 


“THE THEATRE GUILD ON THE AIR” — Sponsored by U. S. Steel 
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we should not have a famous work of the 
Periclean Greek period to enrich our 
cultural heritage." 

Lantern slide views of current church 
plans were shown at the meeting by 
E. M. Conover, director of the Interde- 
nominational Bureau of Architecture, 
who pointed out the increasing similarity 
of plan and design among Protestant 
denominations. Mr. Conover was re- 
elected secretary of the conference. 


AWARDS ANNOUNCED 


'The Gold Medal of the American In- 
stitute of Architects for 1947 will be 
awarded to Eliel Saarinen of Bloomfield, 
Hills, Mich., “in recognition of his out- 
standing achievements in the practice of 
architecture and inspiring leadership in 
the field of architectural education." А 
native of Finland, Mr. Saarinen is at 
present a member of the faculty of the 
Cranbrook Academy of Art, and de- , 
signer of the Cranbrook Foundation 
project at Bloomfield Hills. 

Тһе Executive Committee of the Bos- 
ton Society of Architects has announced 
the award of the Rotch Traveling Fel- 
lowship for 1946 to Melverne C. Ensign. 


ON THE CALENDAR 


February 20: Illustrated lecture оп 
Principles of Architectural Design and 
the Orders of Architecture, by Harvey 
Wiley Corbett, Ғ.А.Т.А. Discussion by 
Ely Jacques Kahn, F.A.LA. Health 
Bldg. Auditorium, Worth at Centre 
Sts., New York City. Under auspices of 
New York Society of Engineers. Time, 
5:45 P.M. Admission, $1.00. For tickets 
and information address Morris Berman, ' 
Chairman, 393 Central Park West, Box 
402, New York 25, N. Y. 

February 23-27: National Association 
of Home Builders Convention and Ex- 
position, Stevens Hotel, Chicago. 

March 7-8 (tentative); 1947 Conven- 
tion, Michigan Society of Architects, 
Grand Rapids, Mich. 

March 19-22: 1947 Annual Conven- 
tion, American Society of Tool En- 
gineers, Rice Hotel, Houston, Texas. 

March 22-27: Western Metal Con- 
gress and Exposition, Oakland Munici- 
pal Auditorium, Oakland, Calif. 

March 25-28: 17th annual Safety 
Convention and Exposition, Hotel Penn- 
sylvania, New York City. 

April 19-27: Metropolitan Home 
Show sponsored by Home Builders 
Council of New York, New Jersey and 
Connecticut, Grand Central Palace, 
New York City. 

May 5-11: 2nd National Plastics Ex- 
position and Annual Convention, The 
Society of the Plastics Industry, Coli- 
seum, Chicago. 

(Continued on page 16) 
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How Kimpreg 


opens the door to 
more uses for Plywood 


ADDS NEW BEAUTY. Kimpreg is a plastic 
surfacing fused to plywood in manufacture. Produces 
an attractive finish ...a surface smooth as glass. 
It's stain-proof . . . water resistant. With Kimpreg, 


plywood acquires a new, enduring beauty. 


INCREASES UTILITY. Kimpreg + Plywood 


is as much as 5 times more abrasion-resistant than JB 
ordinary plywood when dry; as much as 33 times 
when wet! Withstands rain, snow, and extremes of 


temperature. With panel edges properly sealed, defies 


termites, fungi, and marine borers. 


RETAINS WORKABILITY. Strong, light 


: Kimpreg + Plywood combines the versatility of a 
> а plastic with the economy and basic workability of 

plywood. Has a multitude of possibilities in modern 
construction and design. For a complete information 


book on Kimpreg, mail the coupon below. 


Kimberly-Clark Corporation, Neenah, Wisconsin. Р!есзе send me the free book of informa- 


оп on plywood surfaced with Kimpreg. 
AR-247 


Kimberly 
Clark 


RESEARCH 


Турк 77 7С ete y cR 
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imp preg 


REG. U.S. PAT. OFF. 


" TRADEMARK PLASTIC SURFACING 
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Dunking's good for doughnuts, 


BUT DON'T DEPEND ON IT 
FOR W00D 


Dousing or soaking lumber in a preservative—no matter 
what kind—is no substitute for pressure impregnation. 
A sound piece of construction lumber resists the pene- 
tration of liquids, and that resistance has to be overcome 
by vacuum and pressure to provide real protection. 
That's why American Lumber—whether Wolmanizing* 
for protection against decay and termites, Minalith- 
flameproofing*, or creosoting—uses only the pressure 
process. You're assured of maximum dependability what- 
ever your requirements. 


CREOSOTING 


“Registered FLAMEPROOFING 


trademarks 


1679 McCORMICK BUILDING, CHICAGO 4, ILLINOIS 
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June 12-22: 2nd annual Construction 
Industries Exposition and Home Show, 
Pan-Pacific Auditorium, Los Angeles. 

July 7-13: Ist Annual Store Modern- 
ization Show, Grand Central Palace, 


New York City. 
AT THE COLLEGES 
Architecture at B.C. 


A department of Architecture is being 
organized at the University of British 
Columbia, Vancouver, B. C., with the 
first year’s work already under way. 

Тһе five-year course will be built 
along the lines recommended by mem- 
bers of the C.I.A.M. and will parallel 
courses given in the most advanced 
schools in the United States and Europe. 
It will give more attention to all aspects 
of building construction, industrial de- 
sign (including prefabrication), town 
and community planning, basic human 
needs and esthetic discrimination than 
is usually given. 

Head of the new department is Fred 
Lasserre, M.R.A.I.C.. formerly associate 
professor of design and architecture at 
McGill University, Montreal. 


Instructors Needed 


Additional instructors in architec- 
tural design, structural design, building 
materials and building equipment are 
needed at the schools of architecture for 
the second semester. Those interested in 
a career in the teaching profession should 
apply to Professor Paul Weigel, Secre- 
tary of the Association of Collegiate 
Schools of Architecture, Kansas State 
College, Manhattan, Kansas. 


Cooper Union Exams 

The Cooper Union, New York City, 
has shifted from its own competitive en- 
trance examinations for Day Engineer- 
ing School applicants to the nation-wide 
College Entrance Board Examinations 
for Engineering Schools. Entrance will 
continue to be on a competitive basis. 

Entrance exams for day courses in 
both Engineering and Art Schools will 
be held in April; applications to take 
them will be received until March 10, 
1947. Evening course entrance examina- 
tions will continue to be given in August. 
with applications received from May 1 
to August 1. 


Fellowship Offered 


The College of Architecture and De- 
sign, University of Michigan, announces 
that the George G. Booth Traveling 
Fellowship in Architecture will be offered 
again this year, and the competition in 
design will be conducted during the two 
weeks beginning April 5, 1947. This com- 

(Continued on page 18) 
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15 LIGHTING . . . EVERYWHERE! 
THIS INSTALLATION 


Is Another Typical Example! 


This successful installation . . . like hundreds of other suc- 
cessful GUTH installations in many types of buildings all 
over the country...is the result of carefully planned light- 
ing. Planning which begins with the designing of GUTH 
Fluorescent...and ends only when the proper luminaires 
are hung in the proper locations, and in the proper sur- 
roundings to provide the utmost in effective easy -seeing 
illumination. 


At MAISON BLANCHE, New Orleans' famous depart- 
ment store, the entire fifth floor is efficiently, attractively 
lighted by GUTH Recessed Troffers. 


For stores, offices, schools, public buildings...everywhere 
that there's a need for well-engineered, lighting fixtures 
to conform with sound lighting plans... GUTH has the 
right answer. 


A new Data Booklet telling you how to apply 
modern Recessed Troffers is available 
free. Write for your copy 
today! 


2615 WASHINGTON AVE. ST. LOUIS 3, MISSOURI 
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A Boda 


Day after day your loading platforms must stand up under pounding 
shocks, grinding truck wheels and the most punishing traffic conditions. 
They must do this without cracking, crumbling and becoming accident 
hazards. AW Super-Diamond Floor Plate not only meets these require- 
ments but gives three extra advantages which make it first choice 
among architects, builders, product engineers and purchasing agents. 

The 30% raised area of the exclusive AW Super-Diamond pattern 
supplies the extra traction that gives men's feet a firm sure grip and 
guards against slipping. The sloping sides make it extra easy to 
clean with a hose, brush or mop. Water drains and dries quickly. 
The continuous Super-Diamond pattern reduces cutting waste to a 
minimum and allows plates to be matched quickly. 


Get complete information abovt AW Super-Diamond Floor Plate by writing for 
your free copy of Booklet L.33 Alan Wood Steel Company, Conshohocken, Pa. 


Cre 
li of ALAN WOOD STEEL COMPANY 


Other Products: Billets Plates *Sheets*Carbon & Alloy 
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petition is open to all graduates of the 
school who have not reached their 30th 
birthday on that date. Prospective 
candidates should write to the office of 
the College of Architecture and Design, 
University of Michigan, Ann Arbor. 


Appointments 


The School of Architecture, Syracuse 
University, has announced the appoint- 
ments to the Cooperating Committee of 
Architects of William Lescaze, A.I.A.. 
New York City, and James A. Britton, 
А.Т.А., Greenfield, Mass. Other mem- 
bers of the committee, organized in 
1936, are: Ernest Barott, Montreal, 
Canada; Louis J. Gill, San Diego, Calif.; 
William G. Kaelber, Rochester, N. Y.; 
L. Andrew Reinhard, New York City; 
Lorimer Rich, New York City; Conway 
L. Todd, Rochester, N. Y. 

Rudard A. Jones, formerly an as- 
sistant professor of engineering and ar- 
chitecture at Kansas State College, has 
been appointed a research associate pro- 
fessor in the University of Illinois to 
carry on a new three-year study on plan- 
ning and design for use of coal in home 
heating. His first interest will be to 
study the most effective use of existing 
coal-burning and coal-handling equip- 
ment and facilities, information which 
he will then apply to developing various 
types of house plans emphasizing base- 
ments and heating plant layouts. His 
work will be part of the recently an- 
nounced research project arranged * 
through the Small Homes Council at the 
University. 


Safety Engineering 

The Extension Division of the Uni- 
versity of Wisconsin is offering a new 
course, Industrial Safety Engineering. 
The course contains 24 assignments 
covering subjects ranging from Intro- 
duction to Industrial Safety to Fire 
Causes and Prevention and Safety 
Standards. For further information ad- 
dress University Extension Division, 
Madison, Wis. 


Course Strengthened 


Тһе architectural engineering course 
at the University of Colorado now re- 
quires two full years of architectural de- 
sign in order to better train its students 
for work in architectural offices. 


OFFICES NOTES 


Offices Opened, Reopened 
W. Edwin Glossop, A.I.A., formerly 


architect and construction engineer for 
Standard Oil Co., has resumed private 
architectural practice with offices at 
Room 1597, Starks Bldg., Louisville, Ky. 

(Continued on page 20) 
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HOPE’S STEEL WINDOWS and BILTIN 
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OUTSIDE VIEW OF А TYPE No. 3 WINDOW 


N the layouts shown below Type 1 can be used with 6", 8" or 12" 

blocks. Types 2, 3, 4 and 5 can be used with 8" blocks only. Types 
1, 2 and 3 are suitable for industrial and commercial buildings and 
Types 1, 4 and 5 are suitable for residential buildings. Sub-frames are 
manufactured from 14 gauge galvanized sheets and, when desired, can 
be shipped ahead of the windows; or if preferred, sub-frames with 
windows factory-inserted can be factory-shipped as self-contained units. 
Windows are prepared for the later reception of screens. Sub-frames and 
windows are bonderized and painted one coat of gray primer stoved on. 
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mortar joints. If 3% or $$" joints are used these 
dimensions will change proportionately. For fur- 
ther information refer to our Publication No. 105. 
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THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE’S WINDOWS 


HOPES WINDOWS, ІМС., JAMESTOWN, NEW YORK 
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Blueprint of a Modern Time-Saver! 


--------------, 


20 


Sound equipment today is consid- 
ered basic to the efficient operation 
of many businesses. In stores, for 
instance, sales and daily features 
in various departments can be 
effectively brought to the attention 
of all the customers. Before open- 
ing time the manager can brief 
personnel and make administra- 
tive announcements to increase 
theefficiency of the daily operation. 

For example — Model 55750 
lends itself ideally to any blueprint. 
Its trim glacier gray cabinet con- 
tains radio receiver, phonograph 
record player, control and power 
amplifier. Installation is easy and 
economical; operation may be han- 
dled by any employee. 

These new, scientifically engi- 


sona, 
«а?а 


STROMBERG-CARLSON 


Me 
STRAIGHT-LINE ES COMMUNICATION 


neered sound systems meet every 
standard in every situation — with 
no compromise in your design. 
They are made by the same skills 
and experience which produce the 
famous Stromberg-Carlson radios, 
telephones and telephone switch- 
boards. 

For further information, contact 
your local Stromberg-Carlson dis- 
tributor (see classified telephone 
directory ) or write for valuable free 
booklets describing Stromberg- 
Carlson sound equipment designed 
for schools, hospitals, churches, 
offices and industrial plants. 
Address Stromberg-Carlson Co., 
Sound Equipment Division, Dept. 
A2, 100 Carlson Road, Rochester 
SIN: Y. 
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Oren Thomas Associates, Architects, 
have announced the opening of offices 
at 726 Cooper St., Camden, N. J. 

Abraham Waronoff, Architect, has 
opened an office for the general practice 
of architecture at 1017 12th St., N. W., 
Washington, D. C. 


New Addresses 

The following new addresses have 
been announced: 

J. Lloyd Conrich, Architect, 593 
Market St., San Francisco 5, Calif. 

J. S. Hamel, Engineer, and A. M. 
Gaynor, Associate, 241 W. 72nd St., 
New York 23, N. Y. 

Paul Hyde Harbach, Architect, 70 
Niagara St., Buffalo 2, N. Y. 

Louis Hatkoff, Architect, 1050 Ave. 
of the Americas, New York, N. Y. 

Office of Benjamin Earle Irby, Archi- 
tect, 2288 Victoria St. Beaumont, 
Texas. 

Earl R. MacDonald, Architect, 602 
California 51., San Francisco 8, Calif. 

Rolf Sklarek, A.LA., 962 N. La 
Cienega Blvd., Los Angeles 46, Calif. 

Society of Industrial Designers, 48 


E. 49th St., New York 17, N. Y. 


Firm Changes 


Com. Bradford N. Clark, СЕС, 
U.S.N.R., recently placed on the inac- 
tive list, has been named by Eggers & 
Higgins, New York architects, as man- 
ager of the construction division. 

Hervey Parke Clark and John F. 
Beuttler have announced the formation 
of a partnership for the general practice 
of architecture, with offices at 210 Post 
St.. San Francisco 8, Calif. 

Roscoe P. DeWitt has announced the 
association of A. B. Swank, Jr., A.L.A.. 
in the firm of DeWitt & Swank, Archi- 
tects, with offices at 2025 Cedar Springs 
Ave., Dallas 1, Texas. 

Edward C. Epple. A.I.A., and Clinton 
D. Seaman, A.I.A.. have announced for- 
mation of the firm of Epple and Seaman, 
Architects and Engineers, with offices 
at 15 Washington St., Newark 2, N. J. 

С. Hood Helmer and Preston M. Cole 
have announced their association for the 
practice of architecture under the firm 
name of Helmer and Cole, Associate 
Architects. Address: 30 Pleasant St., 
Woodstock, Vt. 

Fortuno Jerace, Architect, formerly in 
the store planning department of R. H. 
Macy & Co., has been appointed director 
of retail store design for Dorothy 
Draper, Inc., 38 E. 57th St., New York 
22. N. Y. 

Erard A. Matthiessen, Architect, has 
announced the formation of a new firm 
for the general practice of architecture in 
partnership with Verner W. Johnson 

(Continued on page 132) 


ARCHITECTURAL RECORD 


m insulation C 


minimizes 


Every requirement of efficient underground pipe 
insulation and protection is fulfilled by Ric-wiL 
tile conduit systems. Strength, water-proofing, 
alignment, thermal efficiency, speed and economy 
of installation, are standard elements of Ric-wiL 
design, materials and engineering—provided by 
exclusive features which assure maximum pro- 
tection to pipe distribution lines. 


ө Insulation may be as specified for steam, hot water, oil, or 

process-liquid pipe distribution systems. 

ө Non-settling base drain provides drainage in addition to 
supporting conduit and pipes. 

Ф Correctly-engineered roller-type pipe supports carry the 
weight of the piping on the base drain. 

* Shipped full-round, the tile conduit is scored for easy splitting 


and resealing after pipe and insulation are installed. 


© Super Tile and Cast Iron conduit, interchangeable with 
standard construction where overhead loads are above normal, 
are additional, exclusive Ric-wiL features. 


Write for descriptive Catalog No. 44. 
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The Airport Authority's plan, developed 
by the Department of Marine and Avia- 
tion, calls for one administration building, 
1700 ft. long, spanning the airport's inner 
oval. Left above, main entrance, showing 
central control tower; rendering by Hugh 
Ferris. Insert, photo of model 


TWO VARIATIONS ON A THEME 


The Port of New York Authority and the New 
York City Airport Authority Offer Plans for Idlewild 


TS two recently announced proposals 
for the development of the central 
iiber Ask Fata area of the Idlewild Airport in Queens, 
New York, though basically similar in 
concept, offer a number of interesting 
variations in detail. Each of the plans is 
based on a tangential system of runways 
around a central oval. Each calls for the 
main approach to the airport over the 
Van Wyck Expressway through Queens, 
and projects an intramural bus system 
1948-48 muri tó link the administration building with 
the plane loading stations around the 
periphery of the oval. It is in the de- 
velopment of the terminal area itself 
that the two sets of plans are chiefly at 
variance. 

Тһе Port of New York Authority pro- 
posal, first of the two to be made public, 
specifies two separate terminal struc- 
tures, one at each end of the inner oval 
(see plan). The larger of the two, at the 
westerly end, would be the domestic ter- 
minal; with 30 plane loading positions 
and comprising 1,350,000 sq. ft. of floor 
space, it would be some 10 times the size 
of the present administration building at 
LaGuardia Field. The international ter- 
minal, at the easterly end, would have 
12 plane loading positions and would 
house federal government services such 
as public health, customs and immigra- 


The Airport Authority's inner oval is ''scalloped'' to permit more plane loading stations 
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Two separate passenger terminals are the 
recommendation of the Port of New York 
Authority. Drawing at right is of the 
Domestic Terminal, larger of the two, at 
western end of inner oval. Ап airport 
hotel and a 250,000-sq.-ft. office building 


are included within this area 


con, Each would have its own passenger 
facilities and concessions. 

Тһе plans submitted by the Commis- 
sioner of Marine and Aviation and 
adopted by the New York City Airport 
Authority, on the other hand, propose 
one central terminal spanning the inner 
oval from north to south. By means of a 
"scalloping" of this central area, 86 
plane loading stations, all connected to 
the administration building by an en- 
closed walkway, are provided around the 
periphery. The main lobby of the ad- 
ministration building is directly over the 
access road (an extension of the Van 
Wyck Expressway), and connected by 
escalators to the roadway platforms. 
Concessions are planned to line both the 
arcades leading from the main lobby to 
the observation platforms overlooking 
the international plane departures and 
arrivals at each end of the 1700-ft.-long 
main building. Public health, immigra- 
tion and customs inspection services 
would be housed in separate buildings at 
the apron edge. Ап observation plat- 
form, formed by the roof of the covered 
peripheral walkway, would afford a con- 
tinuous area for concession stands along 
its full length. Restaurants planned for 
the -nds of the main building would be 
ten асе to afford a maximum view of 
airport activities. 

Тһе two proposals, now before the 
New York Board of Estimate for ap- 
praisal and decision, are conspicuously 
different in respects other than the cen- 
tral area. The Port of New York Author- 
ity plans, much the more elaborate 
throughout, call for the expenditure of 
almost twice as much as do the Airport 
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Authority's — a factor which may well 
be taken into consideration by the Board 
of Estimate. The Port Authority, fur- 
thermore, plans to at first lease and then 
buy outright not only Idlewild but La- 
Guardia as well. The Airport Authority 
would return them both to the city, pre- 
sumably debt-free, in 40 years. 

Тһе Port of New York Authority 
plans were developed by the Authority's 
own staff: Austin J. Tobin, executive 
director; John C. Evans, chief engineer; 


Walter P. McQuade, architect for the 
engineering. department. The Airport 
Authority proposal was prepared for the 
Department of Marine and Aviation by 
Clarke, Rapuano & Holleran, consulting 
engineers, Harrison &  Abramovitz, 
architects, and Downer, Green & 
Carillo, consulting engineers, working 
with Frederick G. Reinicke, Commis- 
sioner, and Lewis H. Rabbage, Chief 
Engineer, of the Marine and Aviation 
department. 


The Port Authority segregates international traffic at the eastern end of central oval 
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FIR DOOR INSTITUTE 
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WHEN Douglas fir doors are 
ordered Pre-fit, Pre-sealed — or 
completely machined under Fac- 
tri-fit specifications — essential 
trimming and fitting operations 
are performed at the door plant 
by modern, high-speed, precision 
tools. As a result, these fine doors 
— manufactured ' of all-heart- 
wood Douglas fir, the wood made 
durable by nature — reach the 
job ready to install. Time and 


labor are saved; a trimmer, 
more attractive installation 
is assured. The slight addi- 
tional cost is more than off- 
set by on-the-job economies. 


MORE FIR DOORS ARE COMING SOON 


It. is true that the supply of Douglas fir doors will 


continue critical for a number of months, due to the 


present shortage of shop lumber. But it is ALSO true 


that production is increasing substantially as controls 


are lifted. More Douglas fir doors are coming! Soon 


warehouse and dealer stocks should reflect this produc- 


tion upswing. Keep in touch with your regular source 


of supply. 


Tacoma, 2, Washington 


Douglas Fir 


National Association 


tA RON nm s eee 


PRE-FIT 


Douglas fir doors may be ord- 
ered pre-fit to exact size. No 
finish cutting or fitting — no 
sawing or planing — is neces- 
sary on the job. 


PRE-SEALED 


Douglas fir doors may be ord- 
ered pre-sealed . . . a feature 
which improves dimensional 
stability, reduces moisture ab- 
sorption, and eliminates the 
need for one prime coat. 


FACTRI-FIT 


Douglas fir doors may also be 
ordered completely machined 
— not only pre-fit, but gained 
for hinges and mortised or 
bored for locks as well. Doors 
will be grade-marked, as in the 
past, for ease in specification 
and ordering. They'll be better 
doors in every way. 
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America's Home Builders Conscious | 2 Жж M | ! 
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of Radiant Heating Benefits. 


Never before has the story of Hot Water 
and Steam Heating been presented to home 
planners in so colorful and adequate a man- 
ner! Sponsored by the Institute of Boiler 
and Radiator Manufacturers, this booklet 
is the keynote cf a sustained advertising 
program to drive home the outstanding ad- 
vantages of Radiant Heating in all its forms. 
Here in twenty-four pages is a world of 
interesting, practical heating information 
for home planners . . . alive with illustra- 
tions in brilliant color ... non-technical... 
a pleasure to read. "Enjoy Better Living" 
pictures all the reasons why today's builder 
gets more for his money when he installs 
Radiant Heat—whether a Radiator, Base- 
board, Panel or Convector system! Its story is 
authoritative—based on scientific investiga- 
tion of heating methods іп the I- B-R Re- 
search Home at the University of Illinois. 


A valuable help to Architects 
"Enjoy Better Living" brings you up to cu 


date on the many amazing things modern کے‎ 
heating science has devised to make a home I-B-R Advertising Reaches 


Millions Every Month! 


supremely comfortable. It is interesting, 
These popular home service magazines 


instructive reading — send the coupon for with nation-wide circulations are used to 


your сору. offer "Enjoy Better Living" to America's 
best building prospects. 


е со «р. 
ппу Warm” of “EB : 


of Boiler and Radiator Manufacturers 


60 East 42nd Street, New York 17, N. Y. 
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REQUIRED READING 


DESIGNED FOR SELLING 


Modern Store Design. By Gene Burke and 
Edgar Kober. Los Angeles 13, Calif. ( Persh- 
ing Sq. Bld; ig.) Institute of Products Re- 
search, 1946. 9 by 12 in. 144 pp. illus. 
$12.00. 

Gene Burke and Edgar Kober have 
specialized in store design as a team for 
13 years, and separately for even longer. 
They know all the ins and outs, the prob- 
lems and the peculiarities of merchandis- 
ing; they know, perhaps even better than 
does the store owner himself, what it 
takes to move merchandise at a profit- 
able rate. 

“Stores do not grow old from use or 
natural wear,” they say; “stores die 
because they become out-moded, old- 
fashioned, or otherwise obsolete from a 
style sense. The modern merchant sells 
style and modernity first of all.” 

How that style and modernity best 
can be achieved is the subject of this 
book. Starting with the preliminary 
merchandising research which will an- 
swer such questions as the size and type 
of building required, the overall design 
and the materials to be used, the volume 
carries through in considerable detail 
straight to the interior appointments. 

Obviously a book of this size cannot 
cover the whole subject of store plan- 
ning exhaustively. The authors them- 
selves point this out. But here is a great 
deal of useful information which the 
store owner and architect will not 
readily find elsewhere. And, while 
specific detail largely has had to be 
omitted, enough of it has been included 
to lead the reader’s thoughts into the 
most productive channels. The volume, 
in fact, is full of leading questions in- 
tended to make the reader think his 
problems through before he starts to 
plan. Every possible need of the store 
is discussed at least briefly; suitable 
exterior and interior materials are sug- 
gested; placement of the various fa- 
cilities is analyzed; and а sizable 
group of typical details—of show 
window dimensions, story heights, aisle 
widths, fixture sizes, etc.—is included. 
"There is even a table of cost percentages 
based on typical new and modernization 
projects. 


HOUSING ANALYSIS 


The Future of Housing. By Charles Abrams. 
New York 16 (49 E. 33rd St.), Harper & 
Brothers, 1946. 6 by 9 in. xx + 428 pp. illus. 
$5.00. 

А serious problem deserves serious 
study, and that is exactly what Charles 
Abrams has here given the whole sub- 
ject of housing. The thoroughness of his 
treatment, its comprehensiveness and 
logic, make this a highly important 
book. It is not one, however, to pick up 
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casually and idly thumb. 

Mr. Abrams set himself a hard task: 
to answer the question, “What holds 
back a housing program for America?" 
To answer it he goes back to the be- 
ginnings of the country and tells how 
building restrictions and slums first 
came into being, how a feeling of social 
responsibility slowly was awakened. 
In no uncertain terms, pulling no 
punches, he states the current housing 
problem. He classifies and describes 
slums, explains their existence in statis- 
tics-backed terms. He considers home 
ownership, its desirability and Ив 
dangers. And he studies from every angle 
the role the government has played and 
the role he feels it should play in the 
housing picture. 

Тһе aims of a proper housing program 
Mr. Abrams presents as follows: (1) a 
democratic program; (2) a revitalized 
building industry: (3) housing for low- 
income families; (4) urban reconstruc- 
tion; (5) rural slum clearance; (6) sound 
home ownership; (7) adequate rental 
housing; (8) homes for veterans; (9) a 
sound mortgage system; (10) stabiliza- 
tion of the real estate pattern. Each of 
these he discusses in detail, winding up 
with a chapter on the agencies required 
to carry out such a program. 

Mr. Abrams' conclusions throughout 
are logically drawn and very much to the 
point. Public housing he finds essential 
for the lowest income bracket, but he 
wants it to be divested of public control, 
tenant management taking over as soon 
as practicable. Public housing projects, 
he insists, must be merged with their 
environments, not isolated and branded. 
Rents must be based on income, with 
eviction not required the moment in- 
come passes a certain level. Government 
participation in housing he considers 
inescapable, but that participation 
should be chiefly on the local govern- 
ment level rather than the national. 


A CITY MATURES 


Georgian London. By John Summerson. 
New. York (597 Fifth sig Charles Scrib- 
ner's Sons, 1946. 51% by 812 in. xii + 316 


pp. illus. $5.00. 
"Taste in architecture," says Mr. 
Summerson, "reached London about 


1615: taste, that is, in the exclusive, 
snobbish sense of the recognition of 
certain fixed values by certain people. 
Taste was a luxury import from Italy, 
received and cherished by a small group 
of noblemen and artists whose setting 
was the not very polished Court of 
James I.” Sponsor was Inigo Jones, just 
returned from his third visit to Italy, 
and newly appointed Surveyor General 
to the King. 

A century later George I ascended the 
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- throne and the so-called Georgian period 


of English architecture was ushered in 
with a building boom which was to last 
for 116 years. 

In between those two events—the 
acquisition of taste in architecture and 
the start of the building boom—four- 
fifths of London had been destroyed in 
the Great Fire of September, 1666. 
Following that disaster an Act for the 
Rebuilding of the City of London had 
been passed, noteworthy chiefly because 
for the first time it standardized house- 
building. In the six “high and principal 
streets," for example, houses were to be 
four stories high; in the "streets and 
lanes of note," three stories; and in "by- 
lanes," two stories. Walls must be of 
brick or stone, of a precise thickness; 
ceiling heights were fixed; the larger 
houses must have “a balcony at first 
floor level and a ‘pent-house’ imme- 
diately below, protecting the pedestrian 
from the fall of rainwater from the 
eaves.” Sir Christopher Wren was 
named Principal Architect for the re- 
building. His plan, however, never was 
carried out. 

Mr. Summerson has written a lively 
and interesting account of the develop- 
ment of London and the men responsible 
for it. Speculative builders, architects, 
landowners, stride through these pages 
in vivid style: men such as John Nash, 
Nicholas Barbon, Benjamin Dean Wy- 
att, Sir John Soane, the fourth Earl of 
Bedford. An appendix lists existing 
Georgian buildings in London, and 
reports the damage done to many of 
them during the recent war. 


NIGHTMARE DE LUXE 


Mr. Blandings Builds His Dream House. 
By Eric Hodgins. New York (1230 Sixth 
fen. ), Simon & Schuster, 1946. 51% by 8 in. 
238 pp. illus. $2.75. 

Mortimer Snerd, when asked one 
night a few weeks ago how he could be 
so stupid, replied, "I have a man who 
helps me." So does Mr. Blandings; but 
his Edgar Bergen is not always quite so 
subtle as is Mortimer's. 

First and foremost this farcical tale of 
the smart ad man who started out to 
buy a modest little country home for 
$15,000 or $20,000 and wound up with a 
$56,263 estate is meant to be funny. And 
funny it is, from the first page to the 
last. But no ad copywriter earning Mr. 
Blandings’ apparent salary could pos- 
sibly be quite so gullible as Mr. Bland- 
ings. The poor bloke is taken in by 
everyone he meets. He does everything 
backwards. He makes every mistake 
anyone ever has made before, and a good 
many brand new ones. 

The tale of woe starts when Blandings 
buys, for a ridiculously high price, a 
rickety old farmhouse which subse- 
quently has to be torn down, and “about 
50 acres” of land which in the final 

(Continued on page 30) 
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Welded Steel Cages Tie-in 
Columns and Roof 


ELDED steel cages are used for 
Қы between tubular col- 
umns and the reinforcing structure 
of a roof in a building addition erect- 
ed in Cleveland, Ohio. Architects: 
Cutting & Ciresi. 

'The reinforced concrete structure 
is 60’ x 182’ with a wing 105’ wide. 
So that another floor may be added 
later, the roof is heavily reinforced 
to take 400 lbs. per sq. inch. 

Details of the welded steel cage 
and the top of the tubular column 
are sketched in Fig. 1. The cages are 
made of 24” round reinforcing bars, 
formed into rectangles and butt 


3/4 REINFORCING BAR 
144 “TIE BAR 


2-/ f DOWELS 5:6 LONG 


ХУ М "PLATE 


87ҒАТЖА HEAVY PIPE 


BEAM AND GIRDER REINFORCING 
75 NOT SHOWN 


FIG. 1 


welded. These rectangles are tied 
together with 14" tie rods, tack 


welded to the bars. 


Fig. 2 shows how the steel cages 
are welded. on both sides of each 
leg, to the top plate of each column 
by a 4” fillet weld using 3%” “Fleet- 
weld 5" electrode. 


The tubular columns are 8” 
diameter, extra-heavy pipe. Plates 
measuring 16” x 16" x 114" are 
shop-welded to the column ends 
with a 14” fillet all around. 


The building has ten columns 
17-10" long and two which are 
21-8 long. 


Fig. 3 shows one column and steel 
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cage, and the framework used to 
support forms for concrete girders, 


FIG. 2 
beams and floor slabs. 


Fig. 4 shows roof during a later 
stage of construction with reinforc- 


ing bars for girders and beams in: 


place, ready for placing of concrete. 

The reinforced concrete girders 
are 28” deep and аге haunched 
down at the columns. Reinforcing 


FIG. 3 


bars in girders are 1 14" square and 
those in the beams are 1” round. 
Strap iron frame shown in center of 
picture will anchor bolts 
through the four holes for future 
second-floor column. 


have 


Тһе Lincoln Electric Company for 


years has been publishing a series of 
Studies in Structural Arc Welding. 
These may be obtained by writing to 
Tue LINCOLN ELECTRIC Company, 
Dept. 261, Cleveland 1, Ohio. 


Since V-J Day 
17 6 ESCALATORS 
installed 


in retail stores 
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e Thanks to the wholehearted, conscientious efforts of 
Otis factory and field workers, it was possible for us to 
reconvert very quickly. 

The facts speak for themselves. In retail stores, 
alone, 176 Escalators have been installed since V-J Day. 

Thus, the dependability and reliability of Otis 
equipment continues to be matched by the perform- 
ance of the Otis men who design, manufacture, install 
and maintain that equipment. For the finest in vertical 


transportation, call Otis today. 


Some of the retail establishments in which Otis 
Escalators have been installed since V-J Day: 


The M. O'Neil Company, Akron, O. 
Davison-Paxon Co., Atlanta, Ga. 
The May Company, Baltimore, Md. 
Sattler's Inc., Buffalo, N. Y. 
Mandel Brothers, Inc., Chicago, Ill. 
The Rollman & Sons Company, Cincinnati, O. 
The Wm. Taylor Son & Co., Cleveland, O. 
The J. L. Hudson Company, Detroit, Mich. 
L. S. Ayres & Co., Indianapolis, Ind. 
Burdine's Inc., Miami, Fla. 
Harvey's, Inc., Nashville, Tenn. 
Gimbel Brothers, Inc., New York, N. Y. 
Strawbridge & Clothier, Philadelphia, Pa. 
Thalhimer Brothers, Inc., Richmond, Va. 
McCurdy Co., Rochester, N. Y. 
Sibley, Lindsay & Curr Co., Rochester, N. Y. 
The Emporium, St. Paul, Minn. 
Z.C.M.I., Salt Lake City, Utah 
Hale Brothers, Inc., San Jose, Calif. 


Forbes & Wallace, Inc., Springfield, Mass. 


The G. M. McKelvey Company, Youngstown, O. 
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Performance 
that's Efficient 2p 
and Economical... a 


lines, lends beauty and distinction to this basement game room. Av ailable as 
a completely coordinated oil heating unit with American-Standard's own 
Arcoflame Burner, or for use with any other standard burner. Made in 7 
sizes, with capacities at the register ranging from 95,000 to 330,000 Btu. For 
homes of practically any size. 


Design 
that's striking g 
and Practical... ——— 


ern kitchen. Designed for maximum cleanliness and convenience, this double- 
compartment, double-drainboard model is made in one piece—of rigid cast 
iron finished with a heavy coating of Acid-Resisting Enamel. A cabinet pro- 
vides spacious drawers and storage compartments. Comes in white and a 
choice of many colors. 


American- Standard 


HEATING MB PLUMBING 
d 


W You're sure of lasting client satisfaction when you specify 
American-Standard Heating Equipment and Plumbing Fix- 
tures. They're performance-proved—for efficiency and economy. 
They're sturdily constructed—for serviceability and long life. 
They’re smartly styled—to harmonize with any interior... to fit 
any room arrangement. They're as fine as money can buy. Yet 
they cost no more than others .. . and for modernization, are 
available on a convenient Time Payment Plan. For details, see 
your Heating and Plumbing Contractor. American Radiator & 
Standard Sanitary Corporation, P. O. Box 1226, Pittsburgh 30, 
Pennsylvania. 


LOOK FOR THIS MARK OF MERIT—It identifies the world's largest line of Heating and Plumbing Products for every use. . . including Boilers, Warm Air 
Furnaces, Winter Air Conditioners, Water Heaters, for all fuels—Radiators, Convectors, Enclosures—Gas and Oil Burners—Heating Accessories—Bathtubs, 
Water Closets, Lavatories, Kitchen Sinks, Laundry Trays, Brass Trim—and specialized products for Hospitals, Hotels, Schools, Ships, and Railroads. 
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(Continued from page 26) 


analysis prove to be only 3112 acres. He 
retains an architect about whom he 
knows nothing (except that he was a 
pleasant cocktail hour companion) to 
remodel the old house, then kicks him 
out abruptly, and gets into trouble 
thereby, when the construction engineer 
he tardily consults brutally recommends 
tearing the old relic down. He then gives 
another architect the job of designing 
the Blandings dream house, a modest 
structure to cost about $15,000, and is 
shocked when the bids come in to find 
that he has plans for a “mansion” 
costing twice that amount. This, be it 
noted, despite the architect’s repeated 
warnings of increasing costs as more and 
more Blandings dreams were incorpor- 
ated into the plans. He gets into trouble 
with the contractor when that harassed 
individual quite properly charges him 
for all the changes he and his wife in- 
sisted upon but didn’t realize they were 
making as the building progressed. He 
has an artesian well dug at so much a 
foot (the water is much further down 
than he had expected it to be), only to 
have a fine bubbly spring make its ap- 
pearance right in the foundations of the 
new house. So many things go wrong 
that not only Mr. Blandings but the 
reader as well is discouraged long before 
the house is completed. 

From the point of view of the archi- 
tectural profession and the building 
industry this might be an unfortunate 
book: it could quite easily turn its 


readers away from their plans for build- 


ing. But even a Mortimer Snerd should 


| be smart enough to realize that while in 


real life all of Mr. Blandings headaches 
сап and do occur, they never in the 
world are all going to happen to any one 
person and most can be obviated by 
plain common foresight and competent 
architectural advice. The only way to 
take this book is to enjoy it and not look 


| for morals or arguments. It is whimsical 


satire and nothing more. And that, un- 
doubtedly, is the way it was meant. 


PLANNING ANNUAL 


American Planning and Civic Annual: 
1945. Edited by Harlean James. Washing- 
ton, D. C. (901 Union Trust Bldg.), Amer- 
ican Planning and Civic Assn., 1946. 6 by 9 
in. xiv + 226 рр. $3.00. 

Publication of this latest Planning , 
Annual was delayed to permit inclusion 
of the papers presented at the Citizens 
Conference on Planning held at Dallas 


| last April. The delay was a happy one: 
| these papers, the verbatim reports of the 


discussions which followed them, and 
the many other papers in the volume 
form an excellent summary of the year's 
planning progress the country over. 
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Braced frame— balloon frame— platform frame 
—all can be effectively insulated with Balsam- 


handy facts Wool. These handy Balsam-Wool Data Sheets 


show just how to do it. Here's authentic informa- 


on insulating any type tion on applying insulation, condensed into “сар- 


sule" form—yet authentic and complete. Balsam- 


of const ruction Wool Data Sheets cover a wide variety of in- 


sulation subjects— and they're yours for the ask- 


BALSAM WOOL ing. Mail the coupon now for your complete set! 
eee Бы 


8 ! 2 
.data sheets “асы, ата VETT 


abu 
attie floor 


2 The 
Double Thick Bane ant 
ool 


“"еегееееееееееееееееееееееееееееееееееее.... 


WOOD CONVERSION COMPANY 
Dept. 115-2, First National Bank Building 
St. Paul 1, Minnesota 


Please send me set of Balsam-Wool Application Data Sheets. 


. «ж. ..... 


Мог F 


МӨР салы ҰСТҚ арык ЕЕК Тер ее . 

SEALED INSULATION 

үле АТ ES EE ЕИО 5236 > 

BALSAM-WOOL - Products of Weyerhaeuser» NU-WOOD © egy ess Е Ал ҰРЫ : 
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EVEN SMALL HOMES SHOULD HAVE RACEWAYS FOR TELEPHONE WIRES 


SMALL-HOMES TELEPHONE PROBLEMS 


Raceways for concealing telephone wires assure a convenient and attractive 
telephone arrangement in small as well as larger homes. Yet the additional 
cost is very small. 

In homes you design with finished basements, exposed wires can be avoided 
in the basement as well as on the main floor. Wiring channels leading to one or 
more convenient telephone outlets should be installed before floors are laid 
and walls are finished. Your clients will appreciate this provision for their 
future telephone needs. : 

Your Bell Telephone Company will be glad to help you plan telephon 
wiring facilities. Just call your Telephone Business Office and ask for *Architects 
and Builders Service." 


BELL TELEPHONE SYSTEM 
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Stran-Steel framing is а building product of Great Lakes Steel Corporation 


Stran-Steel provides a highly practical, economical 
method of fire-resistant construction for light build- 
ings. This modern framing material is not only non- 
inflammable itself, but also permits the most effi- 
cient use of fire-resisting collateral materials. 


Freedom of choice in selecting collateral materials 
is made possible by the nailing groove in Stran-Steel 
framing members. This patented feature, exclusive 
to Stran-Steel, enables workmen to nail other 
building materials directly to the steel framing 
members. Construction with Stran-Steel is fast, 
rigid, durable . . . assures longer building life and 


simplifies maintenance problems. 


Build lasting value into homes, apartment build- 


ings and light commercial and industrial structures 
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. . . build with Stran-Steel! For further information; 
see Sweet's File, Architectural, Sweet's File for Build- 
ers, or the January issue of Building Supply News. 


BUILD WITH 


4 


GREAT LAKES STEEL CORPORATION 


Stran-Steel Division • Dept. 36 • Penobscot Building + Detroit 26, Michigan 


UNIT OF NATIONAL STEEL 


CORPORATION 
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"The only thing they've agreed 
on so far is Lumite screens." 


'There's many a change made 'twixt 
first sketch and finished house, as 
architects and builders know. But 
window screens? Just one answer 
there from the start: Lumite, the 
amazing screen cloth that cannot 
stain! 

Yet this is only one of Lumite's 
many advantages! 

Where are your houses going up? 
In a coastal area? Biting salt air 
quickly corrodes ordinary screens, 
but leaves Lumite unharmed. Fac- 


tory area? Smoke, soot and acid fumes 
have no effect on Lumite. Rainy re- 
gion? Lumite will not rot or rust in 
any weather from snow to burning 
sun. 


Lumite (woven of Dow’s Saran) is 
a modern material for you to work 
with—the screen for every part of the 
country! When you design or build 
that “perfect” house, be sure to rec- 
ommend Lumite screens for windows, 
doors and porches. Write for our 
A.I.A. 35P folder and free sample. 


Sold through Hardware and Lumber Dealers and Screen Manufacturers 


LUMITE DIVISION, Chicopee Manufacturing Corporation 
47 Worth St., New York 13, N. Y. 
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MODERN INSECT SCREEN CLOTH 


HERES WHY 
LEADING ARCHITECTS 
AND BUILDERS 
SPECIFY LUMITE: 


e Cannot stain 


e Won't rust or rot 
* Never dents or bulges 
* Needs no painting 


* Strong! (Lumite is woven 
of heavy gauge 
filament— 0.015“) 
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GAS RANGES 


MEETS THE EXACTING 
REQUIREMENTS OF ARCHITECTS 
AND BUILDERS 


The designers and engineers at Norge are 
practical men. As a result, the products they 
build are both artistically and functionally 
successful . . . meeting the exacting require- 


ments of architects and builders. 


A BORG-WARNER INDUSTRY 


Norge is the trade-mark of Norge Division, Borg-Warner 
Corporation, Detroit 26, Michigan. In Canada: Addison 
Industries, Ltd., Toronto, Ontario. 


p 3 
ELECTRIC RANGES 
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BEFORE YOU BUY 


HOME HEATERS 
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and lands like a feather A 


It moves with the strength of an eagle and lands like a feather, 
closing doors gently but firmly . . . its reserve strength under 
perfect control, balanced and applied in a precision built, 
friction-free mechanism. 

These Ball Bearing Door н are typical of the quality 
expressed in Lockwood Builders’ Hardware. You can include 
them in your specifications for hotels, hospitals, schools and 
other buildings, confident they will live up to your own high 


standards. ls 


LOCKWOOD HARDWARE MANUFACTURING COMPANY 


Division of Independent Lock Company LI Fitchburg, Massachusetts 
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Granite gives Character to a building — 


CHARACTER THAT'S RETAINED THROUGHOUT ITS LIFE! 


Eleven colors and textures are available in The Rainbow or contraction to these hard, northern, non-porous granites. 
Line of Granites. Architects throughout the Nation.are using 

these granites to establish individuality, dignity and character Thin, polished granite (veneer) is popular for both new 
to their designs. Granite affords a permanency that is other- construction and for refacing of old buildings. Other thick- 
wise difficult to achieve. Engineering advancements and nesses and dimensions to economically meet every speci- 
quarrying and fabricating now bring fication. Inquire of a Cold Spring rep- 


installation costs within attractive range. resentative near you or write The Cold 


. 
Polished surfaces stay clean with simple g Rainbow 4 Spring Granite Company, Cold Spring, 
washing; no other maintenance, for there Minnesota. 


is no moisture absorption; no expansion 


COLD SPRING 
GRANITE 
COMPANY 


COLD SPRING * MINNESOTA 


4 
Sweet's file Ф shows color reproductions. 


4 . P! " s x м dy 7 hal auum at corta ў 
v. eot Tu 3 
E s East Қыз һа National Bank, Portland. Barrett and Ahn: 2. Federal big, Los Angeles. Gilbert Stanley Underwood, U. 5. Super- | 
g Architect; W. E. Reynolds, U. S. Commissioner of Public Billings. 3. State Bank of Welston, Mo. Bernard Bloom, Architect. 4. St. Louis Daily 5 


Mauran, Russell and Crowell, Architects. 5. Southwest Life Building, Dallas. Lang and ap Architects. 6. Boilermakers Union, Portland. 
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WHATS MISSING ? 


? These points need protection against lighting failure 


Despite all precautions of utility companies, 
storms, fires and accidents beyond their control 
may occur without warning and become a seri- 
ous menace to electric power lines. 


Many modern buildings are safeguarded against 
interruptions of normal current supply. They are 
equipped with Exide Emergency Lighting Systems 
which provide safe, sure, modern protection... 


operating instantly and automatically when needed. 


Safeguard the buildings you design against the 
danger of lighting failure. Write for full par- 
ticulars regarding Exide Emergency Lighting. 


IN A HOSPITAL EACH OF THESE 
POINTS SHOULD BE SAFEGUARDED 


e Operating rooms e Delivery rooms 
e Anesthesia rooms e Accident dis- 
pensary e Corridors e Stairways 
e Exits e Boiler room 


Exide 


EMERGENCY 
BATTERIES 


THE ELECTRIC STORAGE BATTERY COMPANY - Philadelphia 32 * Exide Batteries of Canada, Limited, Toronto 
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Rolling Steel 
DOORS 


Manually • Mechanically • Power Operated 


The space saving advantages of vertical opening Rolling 
Steel Doors; the absence of door maintenance and deteri- 
oration, as well as the protection afforded against weather, 
intrusion and fire, are well known today. Mahon Rolling 
Steel Doors offer distinct advantages in compactness of 
design and operating mechanisms. See Mahon Insert in 
Sweet's File for detailed information, specifications and 


clearance dimensions, or consult a Mahon representative. 


THE R. C. МАН ОГ COMERT 
Detroit 11, Michigan * Western Sales Division, Chicago 4, Illinois 
Representatives in All Principal Cities 


Manufacturers of Rolling Steel Doors, Shutters and Grilles, and Mahen 
Steel Deck for Roofs, Sidewalls, Partitions, Acoustical Ceilings, 
Permanent Floor Forms and Oversize Doors. 


ROLLING STEEL DOORS, SHUTTERS AND GRILLES TO MEET EVERY REQUIREMENT 


One of four Mahon Rolling Steel 
Doors installed in the new modern 
Motor Freight Terminal of Thomas 
Goodfellow Inc., Detroit, Michigan. 
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Tue Омітер Nations Meet Here. Fa- 
miliar to 1939 and 1940 World's Fair 
visitors is the New York City Building, 
the only permanent building erected on 
the 1,216-acre Flushing Meadow tract 
that had formerly been a swamp and 
ashdump. Architect: Aymar Embury II. 


Construction Scene. These workmen 
are handling a section of the Monel 
flashing used in the New York City 
Building. Where exposed, Monel 
weathers uniformly, acquiring a neutral 
gray tone which blends attractively with 
the building’s architectural features. 


I» 1938, New York officials never 
dreamed that the United Nations 


would discuss world peace here. 


But the city's architect had an- 
other kind of permanent peace in 
mind — freedom from continued 
roofing maintenance. 

Thats why he specified Monel* 
through-wall flashing for the New 
York City building — the only per- 
manent building erected on the 
grounds of the 1939 World's Fair. 


А superior roofing material 


Monel is rugged and rustproof. 
Two-thirds Nickel and one-third 
copper, it is strong and tough and 
hard. It resists atmospheric corro- 
sion. It withstands deformation 
during installation . . . and impact, 
abrasion and flexure after installa- 


tion. 


You might think such a roofing 
sheet would present fabricating 
problems. But it doesn’t! Monel is 
readily fabricated. Sheets can be 


cut, bent. formed and seamed; then 


soldered, brazed or welded by com- 


monly used methods. 


Does many jobs 
Because of all these advantages, 
Monel roofing sheet has many ap- 
plications. Specify it for flat seam, 
standing seam and batten seam con- 
struction. And for skylight frames, 
penthouse siding, cap flashing, base 
flashing, gutters, cornices, down- 
spouts and ventilators. 

Conveniently located distributors 
throughout the country carry full 
stocks of Monel roofing sheet. How- 
ever, two U. S. Standard gauges — 
No. 24 (.025") and No. 25 (.021") — 
meet most needs. (They compare 
in weight and thickness with 20 oz. 
and 16 oz. copper.) 


Brings 3-way benefits 
When you specify Monel roofing 
sheet for the buildings on your 
boards, your clients benefit from — 

1. Its dependable protection 
against leaks апа seepage 
2. Its long life 


3. Its low maintenance expense 
*Reg. U. S. Pat. Off, 


THE INTERNATIONAL NICKEL COMPANY, INC. - 67 Wall Street, New York 5, N.Y. 
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Mone! FOR EN. e MAINTENANCE 


Chere is no substitute for we "s 2 —— 
TRUE CHURCH TONE — 


в zo z —— * = 
2 


А welcome convenience to any organist 
is the fact that he is instantly "at home" with the 
tonal qualities of the Wurlitzer Orgán and the 
technique of producing them. Мо special registration 
is necessary. The stops, the Grand Crescendo variátions and 

1 е Music reproduced by courtesy of 
the ensemble of voices which the composer or arranger has Theodore Presser Co. Philadelphia 
suggested can be faithfully followed on this instrument. 


Listeners, too, appreciate the value of this exclusive 
Wurlitzer advantage. The music they hear is traditional 
church music... with the superbly rich and vibrant 
tones which all pipe organ enthusiasts know and love 
and have found lacking in most electronic instruments. 


All this, plus classically beautiful design and amazing 
economy of space, is yours for a moderate investment in 
the Wurlitzer Organ. For further details and the name of 
your nearest dealer, write Dept. AR-2, Organ Division, 
The Rudolph Wurlitzer Co., N. Tonawanda, N. Y. 


the WURLIIZER ORGAN 


Seríes 20 Two-Manual 
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DRAMATIC SIMPLICITY 


Жж 
ж сете” 


Designed by Architect William М. 
Denton, Jr., Washington, D.C. 
Consulting Architects: Ketchum, Gina 
and Sharp, New York. 


This storefront attracts attention and centers with daylight—at night makes it a mammoth 


interest on store merchandise. It says “shoes” showcase. 


— “quality shoes" — with emphasis but without г e ы 
TEN P The Visual Front is not a fixed type of 


bizarre effect. 277; 2 "T 
front—it is as elastic as the merchandising 


VISUR 
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Note how the wall-to-wall plate glass and 
Tuf-flex* doors give a full view of the store 
interior, mark it as a fashion leader for acces- 
sories. Plate glass cases display additional 
items without impairing visibility of the store 


interior. The Visual Front floods the store 


requirements of the store—as flexible in design 
as the location demands. Our storefront book- 
lets contain many ideas which you may find 
helpful in storefront design. Write for them. 
Libbey:Owens:Ford Glass Company, 6527 
Nicholas Bldg., Toledo 3, Ohio. 


*Reg. U.S. Pat. Off. 


Ж LIBBEY‘ OWENS ° FORD 
^a" a Guit Name te GLASS 
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N ADDITION to its use on store fronts and 
entrances, Anaconda Architectural Bronze 
accents the modern interior treatment of The 
Albany Hotel at Denver, Colorado. The 
architect, Burnham Hoyt of Denver, also 
specified Anaconda Copper for flashings and 


other sheet metal work. 


All bronze work, including the hand rail- 
ing illustrated, was fabricated and installed 
by the Kawneer Company of Niles, Michigan. 


Anaconda Architectural Bronze, for many 
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Lobby of The Albany Hotel, Denver, Colorado, 


Showing railings fabricated from Anaconda Architectural Bronze. 


years, has been a leading choice of architects. 
Readily adaptable to design, this lustrous 
metal provides matchless color, beauty and 
warmth . . . thus enhancing both the exterior 


and interior appearance of any fine building. 


ARCHITECTURAL BRONZE 


THE AMERICAN BRASS COMPANY 


General Offices: Waterbury 88, Connecticut 
Subsidiary of Anaconda Copper Mining Company 


In Canada: ANACONDA AMERICAN BRASS LTD., 
New Toronto, Ont. 


Interiors, too, are enhanced by BRONZE... 
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first floor view, Harold's, Inc., Minneapolis... one of the noted wood interiors produced Бу Woodwork Corporation 


WOOD... for the effect distingue’ 


The effective use of beautiful woodwork to provide a pleasant atmosphere for 
people of discerning tastes is, of course, traditional with architects and designers 
of distinguished stores, clubs, dining rooms, office suites, and churches. The 
practice of looking to the craftsmen of Woodwork Corporation to render the 
original design in its final form of beautifully finished wood is also something 

of a tradition. Over a period of many years the craftsmen of Woodwork 
Corporation have demonstrated capacity to grasp ideas quickly and completely. 
This faculty, plus their consummate skill with the tools of their trade, has a 

way of producing happy results, whether the job at hand is a cabinet, 


a display case, a paneled wall, or a complete wood interior. 


. сом м 
ka е 
“ - 
e ? 
E r 
ш 
с N ы In fairness to our clients, present and future, 
s L] 2 we must remind you that Woodwork Corpora- 
? 2 “” چ‎ tion of America's services are temporarily 
нр е 8 hampered by serious shortages of materials. 


Contracts, therefore, can be assumed only on 
WOODWO R K с о R PORAT І о N о Е А M E R [| CA а basis of indefinite delivery until conditions 


1432 WEST TWENTY-FIRST STREET * CHICAGO 8, ILLINOIS B-2 improve. 


Principal Cities, Coast to Coast 


Тһе Antarctic—ask anyone who has wintered in 
Little America—is just about the coldest region on 
earth. Life there is mainly a problem of keeping out 
the paralyzing cold. 

In our more temperate zone, however, the prob- 
lem is more often how to keep cold in. Jamison has 
wrestled with this problem for more than half a 
century. As a result, Jamison-built Cold Storage 
Doors are designed to permit access to refrigerated 
spaces with the minimum loss of cold. 

The development of Jamison Cold Storage Doors 
and related products has closely paralleled that of 


Factory Branches in 
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the refrigeration, cold storage, and frozen food in- 
dustries. Jamison’s post-war line . . . comprising 
Jamison, Stevenson, Victor, and NoEqual Doors... 
is the most comprehensive in the world. “Jamison- 
built" is the hall-mark of expertly engineered and 
precision-built quality . . . in a field where the dif- 
ference between the best and the ordinary may 
spell costly, continual trouble. 


Look to Jamison for cold storage doors exactly 
suited to your needs. For full information about 
the complete Jamison line . . . and address of your 
nearest factory branch . . . write Jamison Cold 
Storage Door Company, Hagerstown, Maryland. 


MAT C73 
| / py AD WP LS 
PA tna) Se e E 
D STORAGE DOORS 


> EI 


modern air conditioning 
keeps out of your way 


К.х, multi-room buildings now being planned will 
have air conditioning. ‘Today that's practically a must. But 
air conditioning doesn't have to sacrifice valuable floor area. 
Carriers revolutionary new Conduit Weathermaster air 
conditioning saves 75 to 85 per cent of the space needed for 
older systems. The space saved provides extra rooms — 
even extra floors in larger buildings. 


Carrier Conduit Weathermaster air conditioning is 
new in both principle and design — a scientific, year-round 
system. Тһе twist of а dial controls indoor weather in- 
dividually for each room. Every day of the year. Conduit 
Weathermaster supplies conditioned outside air contin- 
uously. No return ducts or inter-room recirculation. Using 
space-saving conduit instead of conventional ducts, it's 
easier and usually more economical to install. 


'This modern system was developed by Carrier, the 
creator of air conditioning. Carrier engineers have worked 
closely with architects and consulting engineers for over 
40 years. Their experience and “know-how” are your assur- 
ance of modern air conditioning. Carrier Corporation, 
Syracuse, New York. 


AIR CONDITIONING 
REFRIGERATION 
INDUSTRIAL HEATING 
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Lighting Applications 
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Versatile NE Surfaceduct offers the lighting 
engineer a 2-piece surface raceway unsur- 
passed for convenience, sturdiness, circuit 
roominess and accessibility. It is readily 
adapted to any kind of an installation or 
lighting fixture. May be used in either ex- 
posed or concealed locations. Unique bridge 
locks capping securely in place yet permits 
easy removal for future service additions. 
Eight device covers accommodate over 300 
manufacturers devices. Twelve simple fittings 
meet all job requirements. Over-all dimen- 
sions: 19$" x 214". Capacity with devices 
installed: Ten #10, #12 or #14 wires. De- 
signed for loads up to 60 amp. Write for 
complete catalog. 


Leading electrical wholesalers 
have stocks for immediate delivery. 


National Electric 
Products Corporation 
Pittsburgh 30, Pa. 


225 ut 
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NATIONAL 


Production line of Ingersoll 
Utility Units. Here basic plumbing 
connections for the Ingersoll's kitchen 
and bathroom fixtures are fitted into 
the frame of the engineered core by 
journeymen plumbers. 


Acres of mechanical cores 
about to move onto the final assem- 
bly line where they become a single 
engineered utility unit. Ready for 
shipment with ALL equipment іог 
Kitchen, Bathroom and Heating Plant. 


Furnaces, electrical connec- 
tions, hot water heaters and all 
basic plumbing are tied-in to form 
the complete core of the Ingersoll 
Utility Unit. 


UTILITY UNIT 


TRADE MARK 
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INGERSOLL-UTILITY UNIT 
V (NV 


` Volume 


Shipments being made 
= daily; hundreds of units 
alréady installed ! 


Builders in half a dozen states are rapidly 
piling up actual on-the-job experience in in- 
stalling the Ingersoll Utility Unit. They and 
their sub-contractors agree that Ingersoll's 
accurately engineered, practically designed 
Utility Unit not only speeds construction, but 
gives them an excellent workmanlike instal- 
lation that adds greatly to the utility and 
appearance of any home. 


The Ingersoll Utility Unit can solve many of your 1947 
building problems, Mail the coupon today for the Inger- 
soll book of house plans specially desjdned for the 
efficient use of this Unit. , 


Here is the bathroom side of the Ingersoll Utility Unit 


installed and in use. Note also the recently installed PSS ee = = === 
unit at the right . . . see how neatly kitchen utilities Ingersoll Steel Division 
and bath fixtures tie into the central mechanical core, Li Borg-Warner Corp., Dept. MZ a 
1 310 S. Michigan Ave., Chicago 4, Illinois 8 
3 Please send me a free copy of the Ingersoll book ü 
, of house plans. ü 
ngerso Numa аа аа OEE E ба - 
U TI LI TY U N IT I Computy —— E re Te PR Ere pne ü 
TRADE. MAII І PRED oun ü 
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Business and professional men 


* , . . Much favorable comment 
has been received from my pa- 
tients. I will be happy to recom- 
J) mend your equipment at any time 
to any one." 


D. V. LONGO, M. D., 
New Orleans, La. 


AUP KF 


MANUFAC TL 


welcome this "new quality of living’ 


Servel All-Year Gas Air Conditioning 
ideal for stores, offices, clinics, etc. 


Here are just a few of the money-making advantages you 
give your clients when you specify Servel All-Year Gas Air 
Conditioning for their stores, offices, laboratories and other 
commercial uses. 

More efficient working conditions! Increased store traffic. 
Less “sick time" lost from work! Better employee relations! 
Low-cost comfort the year round! 


Тһе enthusiastic comments you see at the left are typical 
of hundreds received from commercial, as well as residential, 
users in every part of the country. They offer eloquent 
proof of the ability of the Servel unit to provide the benefits 
of complete, year-round air conditioning in every climate 
and under every type of working condition. 


This revolutionary new conditioner—complete in one 
compact unit—cools and dehumidifies the air in summer, 
ашу goes а long way heats and humidifies it in winter. Тһе year round it filters 
" 22d кейіп the morale of our / dirt, dust and pollen from the air. It assures cleaner, quieter, 
и KENT & CO» refreshingly comfortable working conditions through every 

` Washington, D. С. season, no matter what the climate outdoors. 

Get more information today on how you can provide your 
business and commercial clients with this profit-making 
"new quality of living." Get in touch with your local gas 
company, or write direct to Servel, Inc., 8702 Morton Ave- 
nue, Evansville 20, Indiana. 


AIR CONDITIONER 


TRIED . . . PROVED . . . SUCCESSFUL 
From Boston to San Diego... 
-.. From Bismarck to Miami 
The Servel All-Year Gas Air Conditioner is 
operating in hundreds of installations from 
coast to coast. Some have been running for 
more than six years. The equipment is tried, 
tested . .. and approved by users everywhere. 
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"| was just a boy back in 47... 


when those Adlake Windows 


were installed!" 


BUILT FOR A LIFETIME of service, designed 
for lasting beauty—Adlake Aluminum Win- 
dows are today’s best window investment! 


Only Adlake combines non-metallic 
weather stripping and serrated guides to 
stop excessive air infiltration and give you 
finger-tip control. What’s more, its lus- 
trous aluminum sash requires no painting 
or maintenance. No warp, rot, swell, stick 
or rattle—ever. 


Truly, the Adlake Aluminum Window 


fulfills your every architectural require- 
ment! Complete information and data will 
be mailed you on request. Drop us a post- 
card today. . . there's no obligation, natur- 
ally. Address: The Adams & Westlake 
Company, 1102 N. Michigan, Elkhart, Ind. 


Adams & Westlake 


Established 1857 • ELKHART, INDIANA • New York * Chicago 


Furnishers of 
| Windows to the Transportation Industry 
icio for Over 30 Years 
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, The Modern, Economical Way | 
to Air Condition Apartments 


This isometric shows the simple manner in which apartments 
can be air conditioned with Chrysler Airtemp Packaged Air 
Conditioners. Here a single three horsepower unit cools, 
humidifies, filters and circulates the conditioned air to an 
entire suite—automatically. Packaged Air Conditioners take 
up little space, and single or multiple installations are easy 
to make. Backed by the famous engineering and quantity 
production skill of Chrysler Corporation, they are famous 
for long life and low operating cost. For details, write 
Airtemp Division of Chrysler Corporation, Dayton 1, Ohio; 
in Canada —Therm-O-Rite Products, Ltd., Toronto, Ontario. 


t» 


FOR EVERY BUSINESS 


P4 


CHRYSLER 
AIRTEMP 


© 1947 Chrysler Corporation 


PACKAGED AIR CONDITIONING 


HEATING e AIR CONDITIONING ы COMMERCIAL REFRIGERATION 
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Recent Lupton Metal Window installation at the 1 1 i 4 e 
Pd dtm abeeniorin of She Daylighting requirements vary widely from one fac 
Socony Vacuum Oil Company at Paulsboro, N. J. ы ildi 345 A 
Architect: Frederick G. Frost, N. Y. Contractor: tory type building to the next refinery, manufactur 
Sky ook ud BADCOSRS IN.: ing plant, warehouse or power plant. That is why the 


Lupton experience in industrial window applications 
is so important. There are three basic types of Lupton 
Windows for industrial buildings—continuous win- 
dows, pivoted windows and projected windows — each 
offering positive assurance of improved working con- 
ditions and increased working efficiency through abun- 
dant daylighting and controlled ventilation. Write 
for the 1946 Catalog or see our Catalog in Sweet's. 


MICHAEL FLYNN MANUFACTURING CO. 
E. Allegheny Avenue at Tulip Street, Philadelphia 34, Pa. 


ыю P | ON 


METAL WINDOWS 
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BUILDING? MODERNIZING? PARTITIONING? 


Here's a Newer, 
Better Way 
to Divide Space 


By use of a few standardized parts and fittings, M/P Metlwals meet every wall panel- 
ing and partitioning requirement . . . eliminate the need for plaster in new construc- 
tion . . . and permit fast, clean, simple installation in dividing space. They combine 
rich beauty, quiet and fire resistance with low initial cost and permanent economy. 


PRE-FABRICATED . . . PRE-DECORATED 
Made in lifelike wood grains and soft color finishes . . . providing an all-flush surface 
from floor to ceiling . . . eliminating the need for filler boards of other materials at 
ends or above the cornice level . . . M/P Metlwals of Bonderized steel make possible 
an endless variety of new, modern decorative effects. And you can use these distinctive 
interiors for executive, factory and general offices, stores, banks, theatres, hotels, 
hospitals, schools, residences and other buildings of every kind. 


WRITE OR PHONE FOR DEMONSTRATION 
Тһе nearest M/P Distributor listed at the right is ready to give you a 10 minute 
demonstration of the unique features of M/P Metlwals. Write or phone him today. 
Also, for your A. I. A. file, send for booklet No. 35-H-6, containing Metlwal specifica- 
tions, drawings and installation photographs. Address: Martin-Parry Corporation, 
Fisher Bldg., Detroit 2, Michigan. Plants: Toledo, Ohio; York, Pennsylvania. 


| | ALL-FLUSH PANELING 
) MOVABLE PARTITIONS 
. ENGINEERING AND ERECTING SERVICE AND 
66 Years of Service WAREHOUSE STOCKS FROM COAST.TO-COAST 


PRODUCTS 


MARTIN PA 
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CALL YOUR NEAREST 


M/P DISTRIBUTOR 
ы ALABAMA 
Birmingham. ....... Acousti Engineering Co. 
ARKANSAS 
Little Rock.......... Acoustics & Specialties 
CALIFORNIA 
Los Angeles. ..... The Harold E. Shugart Co. 
San Francisco............ F. K. Pinney, Inc. 
COLORADO 
DORNER КОТИС ОИ Lauren Burt, Inc. 
CONNECTICUT 
Паши Тһе С. А. Вайег Со. 
DISTRICT ОҒ COLUMBIA 
Washington........ John H. Hampshire, Inc. 
FLORIDA 
Jacksonville Acousti Engineering Co. of Fla. 
GEORGIA 
Abi... uris Acousti Engineering Co. 
ILLINOIS 
Détstur..... haco Hugh J. Baker & Co. 
INDIANA 
Evansville 
FU Wayne. 1... Hugh J. Baker & Co. 
Indianapolis 
Wabash 
KENTUCKY 
Louisville. . ............. E. C. Decker & Co. 
LOUISIANA 
New Orleans. ....... Acoustics & Specialties 
MARYLAND 
Baltimore.......... John H. Hampshire, Inc. 
MASSACHUSETTS 
ВО. oie de esee Pitcher & Co., Inc. 
MICHIGAN 
DOUDE. <. 252422222.) R. E. Leggette Co. 
Grand Барі45......... Leggette-Michaels Co. 
MINNESOTA 
Minneapolis............ Insulation Sales Co. 
MISSOURI 
Kansas City|......... Henges Company, Inc. 
St. Louis 
NEW JERSEY 
Elizabeths, es taes esst Jacobson & Co., Inc. 
NEW MEXICO 
Albuquerque........... The Jay Grear Corp. 
NEW YORK 
Albany 
Buffalo 
Jamestown;.......... Collum Acoustical Co. 
Rochester 
Syracuse 
New York City......... Jacobson & Co., Inc. 
NORTH CAROLINA 
Charlotte........... Acousti Engineering Co. 
OHIO 
Cincinnati.............. E. C. Decker & Co. 
Cleveland... .. The Mid-West Acoustical & 
Supply Co. 


OREGON 
Portland... . . Asbestos Supply Co. of Oregon 
PENNSYLVANIA 


Philadelphia........... The W. M. Moyer Co. 
POSUER or seres sd Harry C. Leezer Co. 
TENNESSEE 
Knoxvillo} m utt onthe Len Herndon Co., Inc. 

Nashville 
Метрһіз............ Acoustics & Specialties 
TEXAS 
Dallas ТЕ ICONE S. W. Nichols Co. 
Houston 
El Paso....... ....... ....Jay Grear Corp. 
UTAH 
Salt Lake City. ........... Lauren Burt, Inc. 
VIRGINIA 
Richmond. ......... John H. Hampshire, Inc. 
WASHINGTON 
Seattle 
Ѕрокапеѓ. ............ Asbestos Supply Co. 
Tacoma E 
WEST VIRGINIA 
Huntington.............. E. C. Decker & Co. 
WISCONSIN 
Milwaukee . . Edward T. VerHalen, Inc, 


INDEPENDENCE INDEMNITY » Fronk Arena, Sculptor 


Insurance Companies 
make Limestone a policy 


* These are only a few of the great insurance institutions of 
America to choose Indiana Limestone for their own buildings. 

Our Technical Division, with a century's experience in all 
applications of the nation's most frequently specified building stone, 
offers you personal counsel on questions unanswered by our 
Sweet's File Catalog. 


INDIANA LIMESTONE INSTITUTE 
P.O. BOX 471 + BEDFORD, INDIANA 


You are invited to forward plans and specifications to the In- 
stitute for competitive cost estimates by member companies 


FIDELITY MUTUAL INSURANCE CO. OF NORTH AMERICA 
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ACACIA MUTUAL 


Washington, D. C., Shreve, 
Lamb & Harmon, Architects 


BANKERS LIFE 


Des Moines, Tinsley, 
McBroom & Higgins, Architects 


CANADA LIFE 


Toronto, Sproatt & Rolph, Architects 


FIDELITY MUTUAL 


Philadelphia, Zantzinger, 
Borie & Medary, Architects 


ILLINOIS LIFE 


Chicago, Holabird & Root, Architects 


INSURANCE COMPANY 
OF NORTH AMERICA 


New York City, Shreve, 
Lamb & Harmon, Architects 


JOHN HANCOCK MUTUAL 


Boston, Cram & Ferguson, Architects 


LIBERTY MUTUAL 


Boston, Chester Lindsay Churchill, Architect 


LONDON GUARANTEE 
& ACCIDENT 


Chicago, A. L. Alschuler, Architect 


MANHATTAN LIFE 


New York City, W. L. Rouse, Architect 


MEDICAL PROTECTIVE 


Fort Wayne, Pohlmeyer & Pohlmeyer, Architects 


NEW YORK LIFE 


New York City, Cass Gilbert, Architect 


NORTHWESTERN MUTUAL 


Milwaukee, Holabird & Root, Architects 


PROVIDENT LIFE 


Philadelphia, Cram & Ferguson, Architects 


SOCIAL SECURITY 


Washington, D. C. 
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ROBERTSON Q-PANELS 
HELP ARCHITECTS SOLVE 
WALL PROBLEMS 


can be erected at the speed of 50 
square feet every nine minutes in spite of labor shortage. 
Made by the H. H. Robertson Co. of Pittsburgh, Pa., Q-Panels 
are two feet wide, up to 25 feet long, and consist of a fluted 
section and а flat section separated by 1% or more inches 
of insulation. Q-Panels are available in steel, Galbestos, 
stainless steel or aluminum. 

Q-Panels weigh only seven pounds per square foot. They 
are delivered cut to fit and need only to be attached to the 
steel framework. Assembly crews can be small. Construction 
is so fast that wall areas equal to /5 acre have often been 
erected in one day. 

Construction is dry, clean, noncombustible. The finished 
wall has a thermal insulating value equaling 12 inches of 
dry masonry. 

Combinations of texture and color have been used by 
architects with striking success. Fluted and flat sections have 


‘been alternated in patterns of light and shade. Aside from 


the purely functional advantages, Q-Panels have proved a 
satisfying and stimulating medium for expression of both 
modern and classic lines. 

For literature and details, please write: 


2404 Farmers Bank Building $ |. — Offices іп 50 Principal Cities 
Pittsburgh 22, Pennsylvania ` 7 World-Wide Building Service 
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Silently, almost stealthily, arc welding 
swiftly unites steel members into one-piece 
skeletons for today’s skyscrapers. Combined 
with oxyacetylene cutting for various op- 
erations of fabrication, arc welding saves 
steel...assures full strength...and permits 
wider architectural latitude. 

To help you solve the many perplexing 
problems involving this modern method of 
erecting buildings, Airco has just published 
“Manual of Design for Arc Welded Steel 
Structures”—a handy, useful book that 
brings you a wealth of information covering 
design, materials, inspection, estimating, and 
engineering control of welding and related 
operations...tables of standardized welded 
connections for all sizes of beams... AND 
a series of diagrams for the rapid design of 
special connections. 

But see this invaluable new manual for 
yourself—just mail us your check or money 
order for $2, and we will send the book to 
you at once... look the book over for ten 
days; then, at the end of this period, if it 
does not live up to your expectations, simply 
return the book to us, and we will refund 
your money. 

Write today; address: Air Reduction, 
Dept. AR 2-2, General Offices, 60 East 42nd 
St., New York 17, N. Y. In Texas: Magnolia 
Airco Gas Products Co., Houston 1, Texas. 


d 


Air REDUCTION" 
—— Ss ен) 


Offices in All Principal Cities 


HEADQUARTERS FOR OXYGEN, ACETYLENE, AND OTHER GASES . . . CARBIDE . . . GAS WELDING у ` ! 
AND CUTTING APPARATUS AND SUPPLIES . . . ARC WELDERS, ELECTRODES AND ACCESSORIES 19 fees ^ 
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TESTS PROVE 
METAL PAINTED WITH 


GETS PLUS PROTECTION 


Thousands of tests, under all kinds of service conditions, prove that “Dutch Boy" Red Lead gives metal extra protection 


4 Ways 


Maintenance engineers have long recognized 
Red Lead as the “standard” metal protective 
paint. This acceptance is based, to a great 
extent, on ‘its marked ability to stand up 
against moisture, a powerful factor in the 
rusting process. 

Now, scientific research into the inherent 
properties of the pigment itself, shows just 
how and why Red Lead resists the effects of 
water. Briefly, there are four reasons: 


1. Red Lead resists water “ріск-ір”--П a series 
of various metal protective paint films are 
weighed and then submerged in water (salt 
or fresh), it is readily noticed, on reweighing 
after several days immersion, that Red Lead 
films have outstanding resistance to the ab- 
sorption, or “pick-up,” of water. 


2. Red Lead resists passage of moisture — Rusting 
of metal will not take place if water does not 


Testing Water Permeability of 
Paint Films— W ith this stand- 
ard apparatus a measure oj 
the amount of water that 
passes through a unit of film 
is obtained. 

Experiments show that a 
straight linseed oil film al- 
lows three times as much wa- 
ter to pass through the film 
as when the same film is pig- 
mented with Red Lead. 
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RESISTS EFFECTS OF WATER 
... guards against Rust 


penetrate the paint film to reach the metal. 
Water permeability tests of paint films (see 
illustration at lower left) show, beyond ques- 
tion, that Red Lead is one of the most effec- 
tive metal protective pigments, because of 
its stubborn resistance to the passage of 
moisture through the film. 


3. Red Lead resists solution by water — The action 
of water on paint films results in a partial 
dissolving of the film. Many metal protective 
films lose a considerable percentage by weight 
of their films through solution in water. On 
the other hand, the solubility losses of Red 
Lead paint films are practically negligible. 


4. Red Lead resists distortion by water— Red Lead 
films have little tendency to shrivel or 
change in size during immersion in water. 
This is imperative to zood metal protection. 
For good protection depends on good adhe- 
sion, and a paint film maintains better adhe- 
sion when it is not distorted by the action of 
the water. 
ж ж ж 

Remember, too, Red Lead is compatible with 
practically all vehicles commonly used in 
metal protective paints, including the fast- 
drying resin types. 


Specify RED LEAD for ALL Metal Protective Paints 


The rust-resistant properties of Red Lead are 
so pronounced that it improves any metal 


protective paint. So no matter what price 
you pay, you'll get a better paint if it con- 
tains Red Lead. 


WRITE FOR BOOKLET— “Red Lead іп Corro- 
sion Resistant Paints.” This authoritative 
guide is available to those responsible for 
specifying and formulating paints for struc- 
tural iron and steel. It describes in detail the 
scientific reasons for Red Lead’s superior 
protection. It also includes typical specifica- 
tion formulas. If you haven’t received your 
copy, address nearest branch listed below. 


* ж ж 


The benefit of our extensive experience with 
metal protective paints for both underwater 
and atmospheric use is available through 
our technical staff. 


NATIONAL LEAD COMPANY: New York 6; Buffalo 3: 
Chicago 8; Cincinnati 3; Cleveland 13; St. Louis 1; San 
Francisco 10; Boston 6, (National Lead Co. of Mass.); 
Philadelphia 7, (John T. Lewis & Bros. Co.); Pitts- 


burgh 30, (National Lead Co. of Pa.); Charleston 25, 
W. Va., 


(Evans Lead Division). 
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Few materials lend themselves as readily to modernization plans as Archi- 
tectural Metals. They offer you almost unlimited combinations of form and 
function. For elevator doors, entrances, stairs, railings, store fronts and 
many other units, they can be used to good advantage. 


You can serve almost any desired purpose with ferrous and non-ferrous 
architectural metals in a variety of colors, qualities and strength. You can 
achieve both distinctive, decorative design and strong, safe construction. 
Under your direction, architectural metals can be used to create results 
that are both beautiful and practical. 


You will find the manufacturers and fabricators of architectural metals 
anxious to help you at all times. Consult them whenever you have a prob- 
lem of design or construction. 


Architects interested in receiving a copy of our new Handbook on Stairs 
and Railings should write on their professional letterhead. For a Directory 
of the names and addresses of leading Fabricators, address Dept. AR-2. 


NATIONAL ASSOCIATION OF 


ORNAMENTAL METAL MANUFACTURERS 


209 CEDAR AVENUE, TAKOMA PARK, WASHINGTON 12, D. C. 
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We'd have no wood at all... 


if it weren't for дес ay 


No matter how it seems, decay 
isn't always a villain. As Harry D. 
Tiemann, senior wood physicist at 
the U. S. Forest Products Labora- 
tories said, "Think what a forest 
would be like if wood did not de- 
cay. As trees were blown down 
by wind and felled by ice storms 
and fire, such an accumulation of 
jackstraws would occur in a few 
years as to make the forests im- 
passable . . . Fire would no doubt 
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enter periodically . . which 
would soon exterminate the forest 
completely.” 

Decay may be a good servant 
. . » but it is a bad master. lt 
does almost incalculable damage 
to structures... and the tragic 
part is that this loss can be 


largely avoided. Koppers pres- 
sure-treatments can fortify wood 
against this enemy, as well as 
against termites, marine borers, 
acid attack and fire. You'll find 
the complete story on treatments 
available, and where pressure- 
treated wood is serving and sav- 
ing, in our book "Economical and 
Permanent Construction with 
Pressure-treated Wood.” Ask for 
a copy. 


2 KOPPERS . PRESSURE-TREATED WOOD 


KOPPERS COMPANY, INC. 


Pittsburgh 19, Pa. 
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OPEN WEB STEEL JOISTS? 


In the light occupancy buildings of tomorrow, speedy, economical erection and 
greater utility are paramount. Consider why steel joists are ideal for such structures: 
Easier to install than wood—conceal pipes and conduits within the floor system—elimi- 
nate shrinkage, preventing cracking of ceilings and partitions—termite proof—fire re- 
sistive. Particulars available from our field engineers, 


WHY SPECIFY CECO JOISTS? 


1. Wide top chords provide exceptional lat- A, Bearing plates are securely attached, thus 
eral rigidity. eliminating loose parts. 
2, Twin chords permit secure attachment of 5 Shielded arc welds withstand three times 
е A E б ; 
floor and ceiling by wire ties or bolts. the designed stress. 
3. Hairline contact of bottom chord with e Ceco steel joists are approved by the Steel 
plaster prevents streaking. Joist Institute. 


Ceco catalogs are in Sweet's Architectural File 


CECO STEEL PRODUCTS CORPORATION 
GENERAL OFFICES: 5701 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


/n construction products CECO ENGINEERING makes the hig difference 


The COMMODORE 


WALL TYPE SWING SPOUT FAUCET 


Introducing ces 


Again GENERAL has created new beauty and 
quality in swing spout design . . the Commodore 
Wall Type Swing Spout Faucet. Made from 
brass stampings and precision machined brass 
fittings, the completed Commodore receives a 
heavy chrome finish which is jewelry-polished 
to perfection. The Commodore Wall Type Swing 
Spout Faucet is acclaimed as representative of 
the finest in the line — a tribute to the advanced 


brass engineering and production skill that dis- 
tinguishes all GENERAL products. 


Launched with extensive-program advertising, 
Commodore is proving to be a plumbing indus- 
try sensation. Take advantage of this powerful 

new stimulant to your plumbing business. 


Write GENERAL about Commodore. 


GENERAL TIRE & RUBBER COMPANY 


OF CALIFORNIA 
Plumbing Division Sales Office: 608 South Fair Oaks Ave., Pasadena 2, California, U.S. A. 


MR. ROBERT W. DOWLING 
President 
CITY INVESTING COMPANY 


Architects: Leonard Schultze & Associates • Engineers: Slocum & Fuller 
Heating Contractor: J. L. Murphy, Inc. 
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MADISON AVENUE at 87TH STREET, New York City 


To GIVE their tenants the ultimate in heating comfort, the 
City Investing Company is installing Honeywell Personalized 
Heating Control in two completely modern apartment build- 
ings now being erected at 1211 Madison Ave. and 15 E. 91st St. 
in New York City. The new radiant panel heating is used and 
with one or more Honeywell thermostats installed in every 
suite, each tenant will be able to choose his own comfort 
temperature, just as he would select his furnishings and 
color scheme. 

For apartment tenants the advantages of Personalized Heat- 
ing Control are obvious. And these same advantages directly 
benefit building owners and managers, because satisfied 


Minneapolis-Honeywell Regulator Co., Minneapolis 8, 
Minnesota . . 
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. Canadian Plant: Toronto 12, Ontario. ~ 


tenants means easier rentals, longer leases and less turnover 
Moreover, an important reduction in heating costs is gained. 
А fuel savings record that averages 20% has been established 
by installations already made. 


You can specify a Honeywell P. H. C. System in modernizing 
and remodeling projects as well as for new construction. Even 
in existing buildings, installation is handled quickly. It's as 
simple as putting in a telephone. Even now, this radically 
improved method of heat control has been ordered for, or 
installed in 322 apartment buildings (5,410 suites) іп 46 
different cities. When you recommend Personalized Heating 
Control, you are backed by proved performance. 


Architects and Engineers: learn how P. H. C. can help make any apartment 
building truly modern. Get complete facts — learn exactly how this modern 
system of heat control can benefit your clients. . . . Just mail the coupon. 


MINNEAPOLIS- HONEYWELL REGULATOR COMPANY 4 
2600 Fourth Avenue South, Minneapolis 8, Minnesota 
Please send information about М-Н Personalized Heating Control for: 


l 
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Existing Buildings, New Buildings | 

Мате | 

Address н 
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THE CAPITOL OF ONE WORLD 


HE new and, we hope, permanent home for the United Nations is the world’s most 
| pelo architectural project. How it should be designed is therefore Archi- 
tectural Problem No. 1. It is not surprising then that solutions for this problem 
should be suggested and advocated, discussed, and criticized, not only in private 
professional conversations, but in the public press, in many a "letter to the Editor," 
yes, in editorials too (sic). This is as it should be in a democratic world. It shows our 
sincere interest and intense desire that the design of this Capitol shall be worthy 
of its purpose. Like all architectural projects, the problem (and the suggested solu- 
tions) can be broken down into questions of “Who, what, where, when, how much?” 


е “Where?” was the first question settled, settled with bewildering suddenness, con- 
siderable consternation, and natural disappointment. Of all sites considered, under 
a policy of consider all sites, visit all sites, report all sites, New York’s east side site 
was the last considered, the least considered, but the most persuasively presented. 
Announced site criteria were quickly abandoned. Site size shrank from thousands 
of acres to some seventeen. A city rising within a city, lofty, compact, efficient. 


* “Who?” has been settled too, in major part, with the appointment of our own 
Wallace K. Harrison to be Director of Planning, a logical and fortunate choice. 
And further, to contribute ideas and inspiration, some ten leading architects of other 
countries will be selected. Who these men will be is still an open question as this is 
written. (Le Corbusier, Robertson and Niemeyer have been mentioned as three 
possible consultants.) They will be chosen presumably for their known, proved 
creative ability rather than through a special time-consuming and perhaps incon- 
clusive design competition. 


* “What?” is to be built should be clearer now that UN organization has been at 
work. In the light of recent experience, therefore, the physical facilities to be pro- 
vided for its expeditious functioning have become more clearly defined than was 
indicated in the imaginative, extensive, but unrealistic, early outlines. Flexibility 
and provisions for growth and extension undoubtedly will be taken into account. 


* “When?” will depend on how fast preliminary schemes and models can be produced 
and decisions reached. Much time has been saved by the direct appointment of 
collaborating firms instead of by architectural competitions. 


* “How much?” should not be a deciding factor in the design. The best possible 
design to implement the functions of the UN will naturally be the most economical 
as well as the most expressive and inspiring in character. But no cost is too large 
to provide the meeting place for the world’s greatest instrument for peace and 
justice. The start has been made, the program of organization and procedure is 
logical, much of the best of the world’s design and technical talent can be brought 
to bear. We believe the architectural result will be an outstanding achievement, a 
noble expression of its purpose and of the civilization it will serve to foster and 
project. Hail and God-speed to the creators of the Capitol of the World! 
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IONEERS plied the Ohio on their trek to the rich fast- 

developing West. Cincinnati grew, a natural trading 
center. The riverfront bustled with flat boats, stern- 
wheelers, sidewheelers. The riverfront of 1820 was the 
heart of the growing commercial and industrial Cin- 
cinnati. Then came the railroad in 1843. Floods came 
too, and gradually the river lost its place of prime 
importance as the great artery of transportation. "The 
Bottoms" lost its prestige, ceased to be commercially 
industrially important, deteriorated into semi-stagna- 
tion and slum, threatened the adjoining business area. 

But constructive imagination, realizing its tremen- 
dous potentialities, studying its problems, set to work 
to redeem, reclaim and redevelop the old Bottoms 
into a vital asset, a center of community life, replete 
with facilities for government, sport and recreation, 
music, cultural gatherings, residence, and transporta- 
tion. The economics of this long-term plan of develop- 
ment have been worked out with equal vision. 
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Тһе downtown riverfront area as it is today is shown in red on the opposite page. Above in black is "Тһе Bottoms'' as it should appear 
when transformed on the basis of the studies and recommendations of the City Planning Commission. Park, recreation and boating 
facilities line the river bank. Areas subject to flood are used for parking lots and open spaces which would not be damaged by occasional 
inundation. Selective flood protection is provided by structural design, earth-fill and the location of the major units back from the river 
on higher ground. Main traffic arteries are thus protected. The following pages show the disposition and functions of the various units 


“Тһе riverfront forms the logical meeting point of 
all the main traffic arteries and the logical terminal 
for motor traffic. It is potentially the most accessible 
area in Metropolitan Cincinnati and is adjacent to the 
most highly developed portion of the business district. 
In short, it lies close to the focal point of the city's 
life. 

“Неге should be provision for interchange of traffic 
and for activities which serve the business district, 
accommodations for large popular gatherings, parking 
lots and garages, and bus terminals. Here should be 
facilities for use of the river for pleasure boating, 
commercial navigation, and other purposes. Here, for 
enjoyment by residents and visitors, should be the 
center for esthetic and cultural developments which 
symbolize the civic life of the whole community." 

Тһе redevelopment of this area has been planned as 
a whole although the plan may be put into effect unit 
by unit. The plan is, therefore, of necessity bold in 
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conception. Within the framework of the basic plan, 
the detailed design of component elements lends itself 
to such modification as time may require. 

Freed from the rectangular street gridiron of the 
present riverfront, the design attains a flexibility which 
makes possible a pleasing transition from the formal 
pattern. of the downtown business district to the 
openness of the river's expanse. 

The various units included are so designed as to 
secure the best inter-relation of function within each 
group. At the same time a close relationship between 
the redevelopment as a whole and the business district 
is achieved. 

To the citizens of Cincinnati is now submitted a 
comprehensive, convincing, easily-grasped-and-under- 
stood presentation of a well-conceived, thoroughly- 
studied master plan for converting an economic liability 
into a positive asset to the wholesome life of the city. 
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STADIUM CONVENTION & RECREATION CENTER 


I-PLAYING FIELD, 2-GRANDSTAND IS-EXPOSITION HALL, !6-INDUSTRIAL DISPLAY 
3-BLEACHERS, 38-PARKING AREAS 17- AUDITORIUM, IB-PLAZA-PARKING BELOW, 40-GARAGE 


WALNUT 
SYCAMORE 


SECOND STREET 


X SS oH 3 : S 
E PUBLIC LANDING 
SS : 


30-RESTAURANT, 3I-GARDEN СА 
32-TRANSIENT SMALL BOAT LANDI 
33-PEOESTRIAN OVERPASS, 38-PARKI 


PARK & RECREATION 


34-SHELTER HOUSE, 35-РІСМІС AREA 
6-PROMENADE, 37-CONCESSIONS 
38-PARKING, 39-REGATTA BASE 


HELIPORT 


4 - LANDING DECK -2LEVEL PARKING BEL 
$- TERMINAL BUILDING, 6- CONTROL TOW 


INDUSTRY ADMINISTRATION CENTER 
7- STATE OFFICES, B- INTERREGIONAL BUS TERMI 
9- HEALTH-WELFARE, IO-MUNICIPAL ADMINISTRAT 
l= SAFETY, I2-COURTS, (3-PLAZA-GARAGE BE 
14- ORGANIZATION BUILOING 
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PARK & RECREATION _ LIGHT INDUSTRY 


26- BOAT HARBOR, 27-TENNIS COURTS 
28- PLAYFIELD, 29- PROMENADE, 38- PARKING 


APARTMENTS 


19-4 STORY UNIT, 20-12 STORY UNIT 
2i- SHOPPING CENTER, 38-PARKINO 


THE GENERAL PLAN 


То grasp the extent, nature and logic of the redevelop- 
ment scheme as a whole, this clear diagrammatic plan is 
accompanied by telling sketches of the various types of 
buildings involved. The illustrations throughout the 
presentation are the work of T. Marshall Rainey and 
John F. Kirkpatrick who are members both of the 
Planning Commission and of the design staff of the 
Department of Architecture of the University of Cin- 
cinnati. They indicate the possibility of developing a 
unified contemporary architectural character with an 
interesting variety in treatment determined by the 
use-requirements and location of the different buildings. 
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LIGHT INDUSTRY 
PARKING AREA + CAPACITY ІЗІ CARD st 


Panning AREA > CAPACITY 160 Gans س ص‎ 
PARKING STRUCTURE 2 CAPAGITY 2000 CAMS ooo 
PARKING ANCA - CAPACITY 02 CARS -— —_ 
TRUCK BYPASS Á нн ын 
PARKING PUBLIC LANDING = CAPAGITY 800 GARD манекен 


PARKING ARCA B STRUCTURE ~ CAPACITY 2000 CARS кке) 


oansiag BREG GAPAGITY 200 CARS summe 
PARKING AREA = CAPACITY 118 GARS aut 
PRR INTERCHANGE TRACK —— 
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PARKING STRUCTURE 


VINE STREET 


EXPRESSWAY DISTRIBUTOR 


INTER-REGIONAL 
BUS TERMINAL 


GARAGE CONCOURSE LOADING AREA 
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Тһе  expressway system, as 
proposed in the Master Plan and 
as part of the state and national 
network of inter-regional high- 
ways, makes this the main junc- 
tion and interchange point for 
motorways within the Cincinnati 
Metropolitan Area 


NN OR E 


LANDING DEGK 2. 2E» 
LL | ССС |Н | soo] | |ва | 


TZ bested Nb ede RR ERI == 


ANO HELICOPTER DECK 


TRANSPORTATION AND INDUSTRY 


The Expressway Distributor, which collects and distrib- 
utes traffic from and to all points in the downtown area 


and across the river, and its expressway and highway سے‎ 
connections, naturally form the backbone of the river- S 22 ] а 
front design. Vehicular traffic serving units included іп ( : : OVE Cua 


the redevelopment plan flows around each group and is А Е 
separated from pedestrian circulation within and be- ——— 3 5 d 
s at Ир 
tween the several component parts. 2. کہ‎ 
Large areas and structures for parking approximately ҚЫ, 
5 E 29 LIGHT INDUSTRY 
9,000 cars are located for maximum utility not only in 
relation to units contained in the plan but for serving 
the urgent needs of the adjacent business district. 
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LYTLE PARK 


APARTMENTS 


The redevelopment plan shows a number of apartments 
so grouped as to secure the maximum advantages of 
sunlight, prevailing breezes, and river view. These 
would be an extension of the existing apartment de- 
velopment around Lytle Park, connected with it by the 
expanded park development and museums areas. 


PUBLIC LANDING 


Фсатамғант 


RIVERFRONT RECREATION 


Provision is made for active and passive forms of recrea- 
tion and those directly associated with the water. The 
open expanse of the river's surface becomes an integral 
part of the scene esthetically, and for practical use. A 
portion of the bank is developed as a park with a 
promenade and pedestrian paths. 
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The banks of the Ohio will again become 
a haven for recreation and relaxation with 
facilities for boating, picnicking, driving, 
family games, or just strolling or taking 
one's ease, enjoying the cooling breezes 
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CRAFT 


ADMINISTRATION CENTER 


NORTH - SOUTH SECTION THROUGH STADIUM 


250 ST 


CONVENTION AND RECREATION UNITS 


А long-anticipated Civic Auditorium, impressively set, 
might well become the home of the Symphony Orchestra 
and the Summer Opera. The Exposition Hall-Arena, 
with the Auditorium, will serve conventions and provide 
for sports, ice shows, and many other types of gather- 
ings. The Industrial Display Building will house a 
permanent exhibit of local manufactured products and a 
merchandise mart. Adequate parking is provided be- 
neath the structures and in the large open areas. 


EXPOSITION HALL 


AUDITORIUM ADMINISTRATION EXPOSITION WALL 
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EAST-WEST SECTIO THRU CONVENTION UNIT 
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MUNICIPAL BUILDING FROM 
ENTRANCE COURT PLAZA 
AT THE FOOT оғ WALNUT 
STREET LOOKING SOUTH 


ا 
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ADMINISTRATION CENTER 


This plan visualizes a modern concept of a convenient, 
efficient and impressive center for governmental ac- 
tivities. The administration center requires central 
location and considerable land. Nowhere in the city 
can these requirements be met as economically and 
adequately as on the riverfront. Here the component 
structures are given spacious and dignified settings, 
convenient to transportation facilities and to the 
downtown business and commercial sections. 


SOUTH ENTRANCE COURT 
ADMINISTRATION BUILOING 


ORGANIZE] MUNICIPAL 
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TERMINAL PARKING GARAGE BUILDING SERVICES SECOND STREET 


SECTION THRU PLAZA SHOWING RELATIVE 


RENTAL 
HOUSING 


Private enterprise needs, not a new "program," 


but merely a favorable climate for investment 


By Emerson Goble 


All remaining wartime and emergency regulations on 
construction, including rent controls on new building 
(but not on existing buildings), priorities, subsidies, al- 
locations, and market guarantees, should be removed 
immediately. Only the establishment of a free market 
will enable the construction industry, through free com- 
petition, to restore a smooth and balanced flow of build- 
ing materials and equipment, stabilize prices, and thus 
eliminate the wasteful delays and abnormal costs of 
present operations. 

Тһе removal of the remaining controls is a necessary 
prerequisite to the establishment of a definite price 
level in the construction industry. The establishment of 
such a definite and relatively stable price level is, in 
turn, a prerequisite to the resumption of normal ap- 
praisal and financing methods which must take place 
before we can have more than a trickle of rental housing. 

— The American Institute of Architects 
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Hc housing is the accepted objective for 1947. 
Тһе problem now is how to induce private enterprise 
to undertake rental projects. 

Already a year has been lost — that is, a year since 
the country had a formal program for veterans’ housing. 
For much longer than that the country's need for rental 
housing has been obvious. And worse yet, there seems to 
have been little progress toward an understanding of 
how the rental units are to be provided. 

Despite all the current protestations of the need and 
promises of incentives to builders, there is still no visible 
sign of an understanding of the problem. Official Wash- 
ington has been partially cleansed of its weakness for 
heady controls, has promised to taper off, then swear 
off for good. But the really healthful regimen has not 


yet been prescribed. As this is written, with the new 


Congress settling down to business, the housing patient 
is waiting its turn in the economic-legislative clinic. 
Its many well-wishers are offering advice — much of it 
good, but much of it still showing a lack of complete 
diagnosis. 

So ARCHITECTURAL RECORD here undertakes the diag- 
nosis and prescription. It does so with full realization 
that rental housing suffers from a deep-seated malady, 
one that has continued over many years, and one that 
may still require study of a laboratory nature. Тһе 
Record began last May with “The Case for Rental 
Housing." This was in the nature of a statement of the 
problem, offered then to correct the over-emphasis in 
the Wyatt program on the individual house for sale to 
the veteran. By now it is abundantly clear that it was 
wrong to attempt to saddle the veteran with the high 
costs of house building, that a rental unit gives him a 
much better deal in a high-cost period. In September 
the NHA published a booklet also urging rental housing, 
and the FHA has one on planning now in process (see 
pages 111, 117 and 119). President Truman has said, 
“The main point of emphasis for 1947 is rental housing.” 
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Prescription for Rental Housing 

It is not too early to offer certain suggestions for 
creating a favorable economic climate for investment 
in dwelling units for rent. Among those given below are 
included the suggestions of Miles L. Colean, well known 
housing consultant and former Assistant Administrator 
of FHA (see his article on page 81). 


| 
8 1 
2. Remove all government cost res! 09 
on new rental units. 
3. Adjust rent ceilings on etd divelli 
ings. 


4. Remove or modify the federal corporate 
income tax on rental housing corporations. 

5. Remove all restrictions on the building | 
of single-family houses. 4 
6. Remove restrictions on non reta ai 
building, to permit better balance in the 
manufacturing and construction industries. 

7. Through new state legislation, enable. 
insurance companies to undertake equity 
ownership in states not now permitting it. 


These suggested incentives are not regarded as com- 
prising a "program." They spring rather from a convic- 
tion that private capital requires, not a program of new 
baits in the form of financing, guaranteed markets or 
assured yields, but simply a favorable climate for invest- 
ment. While they ask for the removal of some obvious 
current deterrents to investment, they also seek to over- 
come some discouraging factors that existed prior to 
today's troubles with controls and high costs. 

Тһе fact is that before the war rental housing was not 
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produced in any volume. Then there were the financing 
inducements of Section 207 of the housing act; costs 
were moderate, labor and materials were in abundant 
supply. Yet large-scale rental investment did not seem 
attractive. Mr. Colean’s article analyzes rental housing 
investment over the long term, pointing out some ob- 
stacles that need removal if capital is to be attracted. 


On the Positive Side 

Such an analysis turns up some positives as well as 
some negatives. If the did not work in 
prewar years, and the revised housing programs did not 


ее ” 
programs 


work too well during the war, at least some factors are 
more favorable today. A big factor is today's demand, 
and demand is always the biggest single inducement to 
investment. And today's rents would be high, were it not 
for rent ceilings. 

The possible rents must be relatively high to induce 
investment in this period of high costs. As a matter of 
fact, however, history shows that most building has been 
done when costs were high. The reason is that rents also 
were high. When there is a shortage of space, tenants 
bid up rents to high levels and it becomes profitable to 
build, even if costs are high. In short, in the familiar 
cycle, rents go up, values of existing buildings follow, 
until it becomes cheaper to build new than to buy old. 

Under rent controls this cycle has not been possible. 
That is the reason, of course, for the plea by some real 
estate men that all controls be abandoned at once. 
Тһеге would be a quick inflation of rents until it became 
profitable to build, then a rapidly increasing supply of 
space would bring rents down again — the same thing 
that happened last fall with meat. 


What about the Speculator? 


One of the troubles with rental housing has always 
been its parentage. It had long been known that most of 
the housing originally planned for rental was built on 
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speculation, built to sell to an investor. There has always 
seemed to be more profit in promoting, organizing and 
constructing buildings than in owning them through the 
years. And it is frequently said today that the missing 
link is the speculative builder, or operator, who cannot 
in this market see his quick profit. Some would urge 
more attention to measures that would encourage him. 

Тһе list of suggestions numbered above was not drawn 
up with the operator in mind, though undoubtedly 
many of them would serve him as well as the investor. 
The fact that he was not heavily considered is not to be 
taken as implying condemnation of the speculative 
type of parentage of rental units; it merely means that 
it is the children's health that is of more immediate 
concern, without regard for their lineage. For, sooner or 
later, all rental buildings must settle into investment 
ownership, and this ownership must be made more 
attractive. 

There have always been some builders-for-investment. 
Certainly there is plenty of investment capital poten- 
tially available today. One student of housing matters 
points especially to the possibility of organizing local 
capital to undertake rental projects. А local industry, 
with a problem of housing its workers, might be a strong 
initiative force, and local merchants and banks and 
builders might get together an investing group. Such a 
group should represent an ideal type of investor. 

'The suggestions above, then, are pointed toward in- 
vestment building. 


1. Remove Rent Ceilings 


Тһе removal of rent ceilings on new construction 
seems so obvious a step that one wonders why it isn't 
done immediately. Perhaps it could not have been done 
last fall when OPA was still fighting for control theories, 
but in the present atmosphere it is amazing that this 
particular control is still left for inclusion in this article. 

It seems apparent that the sine qua non for enterprise 
is a chance to make a profit. What other inducement 
could possibly have any effect without this one? Suppose 
a builder does rush in with a project and demand out- 
rageous rents? He won't have them for long, for competi- 
tion is sure to follow, and competition is sure to make in- 
roads in his lush profits. And that, of course, is the 
very cycle the whole country is trying to get started. 

Who could get hurt in that cycle? Only the investor 
himself could suffer any lasting damage, for his high 
costs might still remain to be paid off after the high 


rents had fallen off. 'The early tenants, of course, would 
pay high rents — for a while. Presumably, however, 
early tenants would be those able to pay, and would in- 
clude few veterans. 

Now politically it might not sound wise to seem to 
be building for a moneyed group instead of for veterans, 
but the veteran profits rather than loses by that process. 
For the faster new apartments are built for fancy 
rentals, the faster something cheaper is made available 
to him. The wealthier tenant then stands the high build- 
ing cost, while the apartment the veteran gets is still 
under rent control. 

Spokesmen for veterans' organizations are not ready 
to settle for this “trickle-down” theory. They all agree, 
however, that the average veteran cannot pay rentals 
that seem necessary to make investment attractive. It 
seems only common-sense realism to use, then, the only 
method that ever has produced a volume of housing for 
the middle-class income groups — the filter-down 
method. Indeed it is clear that that is exactly what the 
typical veteran does want; he does not want to buy or 
build his own house. While he would want as much 
luxury as he could get, of course, he wants primarily a 
good livable apartment that he can afford. And he wants 
it in a hurry. 

The factor of time is important. No public housing 
program could be big enough or fast enough for the 
present emergency. 


2. Remove Cost Restrictions for New Rental Units 


The same arguments apply to the removal of cost re- 
strictions, but here there are further reasons. 

An apartment building is necessarily a long-term in- 
vestment. It is built to stand for 25 or 50 years (35 years 
is supposed to be average economic life). The builder 
must anticipate competition far ahead. Force him to 
build a low-cost, sub-standard building, and you damage 
his chances to withstand competition of newer, finer, 
better-equipped structures sure to come some day. 
Much as he would like to keep his costs down, he must 
build something good enough for survival in its own com- 
petition. There is a perfectly natural urge, therefore, to 
build ahead of today’s standards, rather than behind. 

On the other hand, some say today that cost limita- 
tions are already high enough to be above the market, 
except in large cities, and thus that cost restrictions are 
not a factor in most of the country. It would seem, then, 
that they should be removed — where they are a factor 
they are restrictive; where they are not a factor they 
serve no purpose. 


3. Adjust Rents on Existing Buildings 


This suggestion is the one that runs into the most 
widespread objection, the one most snarled in political 
hesitation. It is also the one least understood. 

Mr. Colean mentions the effect of existing rent ceilings 
in forcing a shift from rental to sales. This has seriously 
depleted the supply of small buildings available for rent. 

Existing ceilings also have resulted in some “hoarding” 
of rental space. An unmarried person, for example, 


continues to keep a four-room apartment for himself, 
largely because under rent ceilings he can afford it. 
Higher rents would force him to share it with a com- 
panion, and free some other rental unit. 

Moreover, as long as ceilings make rental investment 
look unattractive they operate as a brake on new con- 
struction. It is tempting, politically, to take from the 
"wealthy landlord" and give to the poor tenant, but the 
result is an inevitable housing shortage. In France after 
the first world war such pressure on landlords kept new 
building at a virtual stand-still for two decades. 

Mr. Colean's statistics show that apartment owner- 
ship has proved anything but a lush field for investment. 
On top of the natural hazards and burdens of competi- 
tion, obsolescence, local taxes, corporate income taxes, 
thin equities, we have now added rent controls, to block 
off any chance to make up for thin depression years. 

It would seem that the least to be done now would be 
to give some positive assurance that the apartment in- 
vestor was to be allowed to make a profit. He needs some 
assurance too that rent controls are not to be a perma- 
nent hazard. 


4. Remove or Modify the Federal Corporate Income Tax 


Colean mentions briefly the handicap to the large 
apartment investment inherent in the corporate federal 
income tax. It places the corporation at a disadvantage 
in relation to the individual owner of a small rental prop- 
erty, and seriously cuts into its revenue. In a more de- 
tailed study of this one deterrent to investment * he 
makes these points: 

"1. The corporate income tax almost completely 
blocks true investment in rental housing by realty cor- 
porations, greatly increases the long-term hazard of the 
investment, and limits the benefits to a relatively small 
high-income group of renters. 

“2. The tax is, in relation to the total capital in- 
volved, a poor producer of revenue (bringing іп an ау- 
erage of only $30.5 million a year from all types of urban 
realty corporations during the period 1938-1942) and 
therefore could be eliminated. The loss of that part of 
the tax derived from rental housing would not materially 
lessen the federal revenue and would relieve a disad- 
vantage to investment in an already heavily taxed form 
of enterprise. 

“3. Short of this step, corporations that own rental 
property might be allowed to consider themselves as 
partnerships for tax purposes. In addition, because of 
variability in rental income, the corporations should be 
permitted to carry over loss deductions for at least a 
five-year period.” 


5. Remove all Restrictions on the Building of Single-family 
Houses 


It has frequently been pointed out that the best way 
to provide housing for veterans is simply to increase 
the supply of housing for everybody. That anybody 
willing and able to build a dwelling unit of any kind 


* EFFECT OF THE CORPORATE INCOME TAX ON INVESTMENT IN RENTAL HOUSING, 
by Randolph Paul and Miles L. Colean, published by National Committee on Housing, Inc. 


FEBRUARY 1947 


should be encouraged to do so. 

The most forthright comments on these restrictions 
have come from Herbert U. Nelson, executive vice- 
president of the National Association of Real Estate 
Boards: 

"Removal of ceilings on sales prices of housing, as ап- 
nounced, is a good thing. It will help increase the total 
housing supply which is the only answer for the veteran 
or anyone else. 

"Removal of the impossible priority system for build- 
ers and individuals is also a good thing. This never func- 
tioned anyway and merely bogged down the industry. 

"Retention of rental ceilings on new houses is a bad 
thing. The greatest investment opportunity for building 
rental housing is not in any given level of rentals. It lies 
in the whole rental market at all levels. Therefore, all 
rental ceilings should have been removed. As long as 
rental ceilings remain at all, the paralyzing hand of 
the bureaucrats will be felt in every rental housing 
project ... 

“Allocation of materials is to remain. That is a mis- 
take. The flow of materials in November was record- 
breaking. Materials of all kinds are piling up all over the 
country. In another two months there will be plenty for 
every kind of construction. The allocation system should 
have been abandoned. 

"Worst of all is the retention of a federal permit sys- 
tem to apply to every house that is to be built and every 
other kind of building. This is something that the 
federal government just cannot handle . . . This 
cannot possibly do any good and will continue to slow 
up and bog down the whole housing program." 


6. Remove Restrictions on Non-residential Building 


The President's December statement included this 
about materials: "The production of critical building 
materials will require the continued allocation of a few 
raw materials during the first quarter of 1947. If present 
high levels of production are maintained it should be 
possible to discontinue raw-material allocation at that 
time.” 

For months now production of building materials has 
been at an all-time peak rate, and shortages are rapidly 
disappearing as a factor in building troubles. The Pres- 
ident’s removal of price ceilings on materials should 
remove any uncertainty about supplies sufficient for a 
great volume of building in 1947. 

As a matter of fact, restrictions on non-residential 
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RENTAL HOUSING NEEDS 
ARCHITECTS’ INITIATIVE 


By Raymond M. Foley 
Commissioner, Federal Housing Administration 


"qus primary objective of FHA for 1947 is to stimulate 
the production of rental housing for veterans. 

While we are still considering further steps to take, T 
believe that right at the present moment anyone with a 
comparatively small amount of working capital and a 
large amount of initiative and energy could hardly find 
a better opportunity than that offered by the rental 
housing program of the Federal Housing Administra- 
tion. 

Finding a sponsor probably would be the chief prob- 
lem of an architect who has planned a project of his own 
and has located a suitable site. 

Actually, several architects have become their own 
sponsors. They purchased the site, worked out pre- 
liminary plans, obtained the approval and cooperation 
of FHA, found lending institutions to provide long-term 
and short-term financing, let the contracts and super- 
vised construction, and became owners and operators of 
successful rental projects. And these projects were 
financed and built under the more restrictive provisions 
of Section 207, Title П, of the National Housing Act. 

It is easier to "become a sponsor" of a housing 
project under Section 608, Title VI than it was under 
Section 207, or than it will be again under that section 
when the emergency is past. 

Under the revived Section 608, the mortgage may be 
for up to 90 per cent of what FHA estimates to be 
necessary current cost of the completed property, in- 
cluding land, but also including utilities within the 
boundaries of the property; architects’ fees; taxes and 
interest accruing during construction; and other mis- 
cellaneous charges incidental to construction and ap- 
proved by the Commissioner. The mortgage amount per 
room may be as much as $1500, which may be increased 
to $1800 where in the Commissioner's discretion cost 
levels so require. 

Any architect knows that 90 per cent of the “neces- 
sary current cost" of a completed project, including 
land, is liberal first-mortgage financing. There аге lend- 
ing institutions all over the country willing to extend 
this long-term FHA-insured financing to responsible 
sponsors. Also, short-term financing is available in any 
metropolitan area, as FHA has worked out a system of 
insuring advances as construction progresses. The mort- 
gagee institution sometimes handles the short-term 
financing as well. Often a local correspondent of the 
mortgagee advances the construction money. 

Whichever way it is done, FH A-insured financing for 
acceptable projects is available to responsible persons 
or groups of persons sponsoring the projects. 

As I have indicated, the sponsor is the key figure. Tt 
is he who has to start the project going, see it through 
to completion, and then operate it. He must have some 
operating capital. And he must have initiative enough 
to find a suitable plot for a housing project. From that 
point on, he has the active aid and cooperation of FHA 
— even to the management of the project after com- 
pletion. 


building are themselves a handicap to building materials 
manufacturers. In many items they tend to restrict 
supply and increase costs. Permitting unrestricted build- 
ing of all types of construction would actually stimulate 
the flow of materials, rather than the reverse. 

In lumber cutting, for example, it is uneconomical to 
produce nothing but small sizes. There is a most eco- 
nomical way to cut a log, usually involving cutting some 
heavy timbers and some small sizes of lumber. Force a 
sawmill to stack up unsold timber sizes, or do excessive 
sawing to get residential sizes, and a strain has been 
introduced in its operation. 

There are similar strains throughout the manufactur- 
ing industries when normal markets and normal opera- 
tions are twisted artificially. The greatest production is 
possible only when industry is free to use its facilities 
most efficiently and effectively. 


7. Enable Insurance Companies to Build in New States 


Some nine states now permit domestic insurance com- 
panies to make equity investments in housing projects, 
and perhaps a dozen more permit out-of-state compan- 
ies to do what they are allowed to do in their own states. 
But in many states it is illegal for them to build and own 
housing developments; local interests do not seem to 
care for that competition. 

Insurance companies, however, are the largest and 
most likely source of funds for the housing most needed 
now. As Colean points out, they have funds seeking in- 
vestment; they cannot keep those funds idle. And they 
can survive on a comparatively small return, and can 
weather a period of thin rental markets. 

_ Some of the states not now permitting this type of 
investment are those with serious housing problems — 
Michigan, Pennsylvania, Louisiana. If local investors 
are not attracted to rental housing it would seem de- 
sirable to attract all possible capital from inside or 
outside of the state. 


Programs vs. Profits 


Housing today does not need programs. It merely 
needs what every other business always needs —a 
favorable background or climate for the kind of in- 
vestment required. 

After the failure of the Wyatt program, many others 
are currently being offered to take its place. President 
Truman’s action after Wyatt’s resignation leaves hous- 
ing in a no-man’s land between two divergent economic 
philosophies. Naturally interested organizations are 
offering various programs for the further action that 
is so plainly going to come. 

Included in the many suggestions are many that are 
good. So far, however there does not seem to be suffi- 
cient realization of the basic fact that rental housing 
through the years has not proved very profitable. 

So out of all the current incentives the Record has 
selected those above as being the ones most likely to 
improve the earning capacity of rental units. Only thus 
can new capital be attracted. 


Sedgwick Village, Bronx, New York, for Savings Banks Trust Co 
Skidmore, Owings & Merrill, Architects 


THE RENTAL HOUSING MYSTERY 


HY isn't more housing built for rent? What сап we 
Wi to get more rental housing built? These ques- 
tions have haunted government officials, and private en- 
terprisers as well, since the days of the Great Depression. 

The 80 per cent FHA insured rental housing mortgage 
was invented to solve the problem. It didn’t solve it. It 
never made up more than a small fraction of FHA pre- 
war business. With the coming of the war, a 90 per cent 
insured rental housing mortgage was provided for. 
Added to this inducement was the effort of the federal 
government to require that dwellings be built for rent. 
Yet of the total FHA wartime operation, probably not 
more than a quarter represented housing units occupied 
in the first instance by tenants. 

The mortgage interest rate has declined from the 6 
and 7 per cent "gold bond" rate of the late "Twenties 
(plus commissions, discounts, etc.) to a 4 and 4 per 
cent rate (including a mortgage insurance premium); 
and still the results in additional rental housing are 
disappointing. Amortization periods have been stretched 
to 25 years and longer; and again the incentive remains 
inadequate. 

What is the matter? 


Wanted: A Favorable Investment Environment 


'The natural tendency of a free economy is to produce 
the goods for which there is an evident demand, unless 
artificial obstacles are placed in the way. This is no less 
true of rental housing than it is of automobiles or radios. 
Тһе difference is that with the latter we have endeav- 
ored to create — or at least not to interfere with — an 
environment favorable for their production, while with 
rental housing we have acted almost as if we did not wish 
it to exist. 

Тһе rental housing supply is made up of three general 
classes of structures: single-family houses; small struc- 
tures accommodating only a few families; and larger 
apartment buildings. Each class is important in making 
up the whole range of the country's rental requirements. 
Each depends upon the presence of definite, but differ- 
ing, incentives. Each has faced obstacles that seem de- 
signed especially for it. 

Тһе part of the rental market made up of single- 
family houses (about 40 per cent of the 1940 non-farm 
rental supply) is mainly derived from houses that were 
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By Miles L. Colean, Housing Consultant 


originally owner-occupied. Except in time of depression, 
these houses most frequently get into the rental market 
by being retained for income or a rise in value when their 
owners move to newer or more suitable quarters. This 
type of rental housing is the most immune from ordinary 
investment considerations, such as a close figuring of 
return and a keen sense of alternative investment poesi- 
bilities. Yet under our control program we have done 
two things to prevent rental housing of this class from 
being expanded. First, we have prevented the very 
people who might contribute in this way to the rental 
supply from building new houses. Second, we have, 
through the disparity between frozen rents and unre- 
stricted sales prices, removed all incentive to hold ex- 
isting housing in the rental market. Тһе result is that 
during tbe last five years we have actually, by the sale 
of older houses, reduced the total rental supply around 
20 per cent. 

Тһе second class of rental dwellings — double houses 
and other small structures — in the past have frequently 
been erected by persons who may occupy one unit 
themselves and derive an income from lease of the 
others. Restriction on non-veteran building up till 
recently has prevented this type of investment from 
taking place, while, even if it had been permitted, the 
limitation on rent, together with the difficulties of the 
small operator in face of the complex control machine, 
would probably have destroyed the incentive. 

While the environment has been unfavorable to the 
expansion of these classes of rental housing, it has been 
even more discouraging to investment in large rental 
housing properties. Such investment is quite a different 
thing from what we have been discussing. Here the 
prospect of return will be more carefully measured 
against that from alternative investments, and risks 
will be more knowingly calculated. 

It is essential to look at some of the problems of this 
larger type of investment in order to understand what 
is required to create a favorable environment for it. 
In the first place, the large investment is in competition 
with the two numerous groups of small rental proper- 
ties. This competition has a peculiar and unhappy way 
of increasing when the market is weakened. During the 
depression, for instance, probably over 2,500,000 single- 
family houses were transferred from owner-occupancy 
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Rental housing is certainly one of the most vital and 
important issues confronting the veteran. Ап over- 
whelming majority of veterans prefer to rent housing 
units rather than to purchase. Supply of rental housing 
for all income groups is seriously short. 

Large corporate investors have found it unprofitable 
to build under present economic conditions. Many small 
owners of investment properties have found it more 
profitable to sell at inflated prices rather than continue 
to rent under restrictive government controls. Some 
small investors have found ownership of small invest- 
ment properties without profit. Other landlords have 
had excellent return on initial investments in spite of 
controls. Many owners have converted rental housing to 
office, commercial, industrial and other non-residential 
uses, because it was more profitable. 

It was generally agreed by all representatives of 
government and private groups who appeared before 
the committee that additional incentives and authori- 
zations must be provided to developers of rental hous- 
ing. Many state laws, county, and city ordinances 
obstruct investors from developing rental housing. 

— American Legion Housing Report 


All remaining wartime and emergency regulations 
on construction, including rent controls on new build- 
ing, priorities, subsidies, and market guarantees, should 
be removed immediately. Only the establishment of a 
free market wil enable the construction industry, 
through free competition, to restore the smooth and 
balanced flow of building materials and equipment, 
stabilize prices, and thus eliminate the wasteful delays 
and abnormal costs of present operations. 

— H. E. Foreman 
Associated General Contractors of America 


I think of tremendous importance to this Com- 
mittee is the fact that the drain on building materials 
of non-residential construction is considered a major 
factor in only 25 per cent of the reporting cities. 

— Calvin K. Snyder 
National Association of Real Estate Boards 


to the rental market (about five times the number of 
new rental units in two-family and multi-family struc- 
tures built during the period." This shiftability of tenure 
is apt to give rentals an artificially rosy aspect in good 
times and to knock the props from under the market 
in a depression. Only the strongest kind of investor can 
survive against this source of competition. 

Yet the strong investor finds a number of things that 
make him less than eager to enter the field. To begin 
with, he will usually find it advisable to use the cor- 
porate form of ownership, while the bulk of the rental 
supply is in personal ownership. Тһе resulting tax on 
corporate income constitutes an additional load that he 
must carry. Moreover, the tax makes it extremely hard 
to maintain reserves against inevitable variations in 
income. 

There are still other problems that confront a large 
investor. He must take the property tax into account 
to an extent that would not be true of almost any other 
type of investment that he might make. This tax will 
take a toll of as much as 25 per cent or more of his gross 
earnings; and it will be a fixed charge unrelated to the 
variability of his earnings. Ordinarily a portion of the 
housing investment will have to be covered with a loan; 
and the payments on the loan will be another fixed 
charge, as rigidly constant as his income is likely to be 
fluctuating. The greater the amount he must borrow, 
the higher the fixed charges will be in relation to total 
income and the more vulnerable the investment will be- 
come when a slump in demand occurs. And this risk is 
much increased if the investment is made in such a 
plainly high cost period as the present. 

Rental housing, moreover, not only requires a high 
degree of specialized managerial skill, but also involves 
high management costs. These expenses can be reduced 
but slightly to meet a depressed market, and they tend 
steadily to rise as the property grows older and income 
declines. Location offers another risk unique to this 
type of enterprise. А mercantile establishment, for in- 
stance, may move if its original choice of location was 
in érror, or if in the course of time the character of the 
location changes for the worse. With housing, however, 
the choice, bad or good, originally or later, once made 
is irretrievable. Moving is impossible and liquidation 
may be difficult and costly. 

'The investor will not find that these several hazards 
are mitigated by the prospect of a relatively high yield. 
On the contrary, he may expect to earn less than he 
would anticipate from almost any other form of business 
enterprise. For the years 1938 through 1942, for ex- 
ample, Treasury statistics show that, of all types of cor- 
porations, real estate corporations had the lowest rate 
of return, in reference both to total invested capital and 
to equity capital." In the relatively poor year of 1938, 
manufacturing corporations with net income earned 
around twice as much (either in reference to total in- 


1 Miles L. Colean: AMERICAN HOUSING, PROBLEMS AND PROSPECTS. Twentieth Century 
Fund, 1944, p. 23l. 

*Figures for housing corporations, as separate from other really corporations are not available , 
but there is no reason to believe that they did better than the remainder of the group. Statements are 
based on U. S. Treasury Statistics of Income for the years given. 


Certainly, with the bulge іп rent ceilings on new construction, 
more rental units will be built during 1947. However, the vast 
majority of veterans will benefit only through the trickle-down 
system in which vacancies created by non-veterans moving into 
the new higher-rent developments may become available to 
veterans. 

The average veteran finds himself on a lower rung of the 
economic ladder and is unable to pay more than $50 a month 
for his shelter. | see nothing in the new program that will 
provide rental units within this price range. If the veteran is to 
be served by this new housing program, or any housing 


program, multiple housing projects must be builf to meet the 
lower-income group needs. In our opinion, the only possible 
way to build in this bracket would be through a subsidy in one 
form or another. We of the V.F.W. believe in the free enter- 
prise system and dislike the word “subsidy” as much as anyone 
else; but we do contend that during the present housing crisis, 
emergency methods must be used if the veterans of the nation 
are to be provided the homes promised them and which, we 
believe, is their just right. 
— W. D. Pearce 
Veterans of Foreign Wars of the U. S. 


vestment, or equity investment) as realty corporations 
with net income. In 1942, the gap was over four times 
the earnings of realty corporations. The comparison 
with mercantile corporations is almost as disparate. 
Public utility corporations during the same period did 
from 25 per cent to 40 per cent better than realty cor- 
porations. If the comparisons are made in respect to 
all corporations, whether having net income or not, the 
differences are even more striking. . 

Тһе picture is not alluring. А favorable environment 
for rental housing investment very obviously has not 
been created. The result has been a reluctance of ven- 
ture capital to enter the housing field, except where a 
quick capital gain was in prospect. 


Futility of the Federal Mortgage Insurance Program 


In facing the need for additions and improvements in 
the supply of rental housing, the federal government 
has observed that venture capital was not clamoring for 
this kind. of investment. It has, however, never indi- 
cated anv recognition of the underlying causes of the 
dearth of equity funds; and it certainly has not taken 
any steps to remove them. 

Quite the contrary. Instead of taking steps to make 
equity investment more attractive, it has followed the 
self-defeating course of trying to make it unnecessary. 
This is the essence of the policy that has sought to sub- 
stitute mortgage funds for equity funds by using the 
FITA device to secure a high loan-to-value ratio. 

On the face of it, the high ratio rental housing mort- 
gage seems to have advantages. It would appear to 
make the presumably small amount of available equity 
capital go further to produce a supply of rental housing. 
By taking a considerable part of the income in form of 
interest (a deductible tax item), it reduces the impact of 
the corporate income tax in respect to the total invest- 
ment. Finally, bv continually exerting pressure on the 
morigate interest rate, the policy tends to increase the 
residual return going to a small equity. 

These supposed. benefits, however, are for the most 
part illusory. The tax advantage is soon nullified by the 
mounting amortization payments, which are not de- 
ductible and which, under the customary constant figure 
for the sum of interest and amortization, rapidly out- 
distance the deductible depreciation allowance.’ The 
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government's attempt to meet this difficulty by in- 
creasing the depreciation allowance only adds to the 
vulnerability of the investment in its later years. 

Moreover, the narrower the margin of equity, the 
more hazard there is of its extinguishment with any mis- 
forecast, or drop, in income. That this is so should be 
plainly evident from the large percentage of foreclosures 
of FHA rental housing mortgages during and following 
the slump of 1938. With such perishable margins, no 
practicable amount of pressure on the mortgage interest 
rate would be likely to shift the balance of income to the 
equity sufficiently either to reward the high risk, or to 
permit the reduction of the mortgage in the critical 
early years. 

In spite of these conditions — to which must mainly 
be attributed the failure of the FHA ante-bellum rental 
program to reach important proportions — the govern- 
ment proceeded further along the same line. The 80 
per cent mortgage became 90 per cent, and, that still 
failing to turn the trick, proposals now are rife to pro- 
vide 100 per cent mortgage financing, even though, to 
accomplish this, it may be necessary to sidestep the 
mortgage insurance device and have outright recourse 
to government credit. 

Yet, if this were to be done, what would be accom- 
plished? Aside from questioning the distinction between 
90 and 100 per cent loan, we should simply have 
achieved a public housing program with whiskers, and 
the disguise would be too thin to be long tolerated. All 
advantage of private judgment and initiative would 
surely be lost as responsibility passed to the govern- 
ment, and an important field of investment would be 
closed to private funds. This may be the outcome of the 
rental housing dilemma, if present trends persist, but 
it is a surrender rather than a solution. 


The Fallacy of Yield Insurance 


Apparently recognizing this impasse, a different pro- 
posal has been advanced. If insurance of mortgages does 
not serve the purpose, so it is argued, perhaps the guar- 
antee of'a yield on an equity investment will. Such a 

3 See Randolph E. Paul and Miles L. Colean: EFFECT OF THE CORPORATE INCOME TAX ON 
INVESTMENT IN RENTAL HOUSING. New York, National Committee on Housing, Inc., 1947. 

4 The question may be raised that the success of the program might have been greater if the rental 
market in the Thirties had been stronger. This may be true, although a stronger market might have re- 


moved some of the excessive dependence on mortgage funds, and would undoubtedly have done sc 
if some of the artificial obstacles to equity investment had been eliminated, 
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plan, commonly referred to as "yield insurance," is 
embodied in Title V of the controversial Wagner- 
Ellender-Taft Bill of 1946 and will undoubtedly re- 
appear in similar form in 1947. 

Stated very briefly, the plan provides for a guaranteed 
yield of 2.5 per cent (after allowances for operating 
costs, local taxes, capital retirement, and yield insurance 
premium) in return for the agreement on the part of the 
investor not to take, should the property earn it, more 
than 3.25 per cent (above the allowances mentioned 
above), or, under some circumstances, slightly more. 
The plan is much more complicated than appears from 
this outline, but it will do for purposes of the discussion. 

To the ordinary investor in corporate enterprises, 
the plan will have little appeal. The guaranteed rate 
is hardly greater than he can get from long-term 
government bonds, without the burden of manage- 
ment and other risks attending the scheme, while the 
maximum permitted yield is less than he might hope to 
receive from other kinds of venture investment. There 
has been no attempt to hide this fact. Rather, it is made 
quite plain that the plan would appeal only to a limited 
class of investors, mainly life insurance companies and 
other fiduciary institutions. 


Insurance Companies’ Yield Prospects 


Тһе extent of such an appeal can be easily overesti- 
- mated. Many life insurance companies have already 
made, or presently will make, direct investments in 
rental housing properties. They are in a uniquely favor- 
able position to do this. They feel only a nominal im- 
pact from the corporate income tax. They can survive 
on a somewhat lower rate of return than could be ac- 
ceptable to the ordinary investor of equity funds; and 
then are able to balance out variations in income over 
long periods of time. Moreover, they are under heavy 
pressure to find outlets for funds. 

Consequently, pending only the further modification 
of state restrictions on insurance company investments, 
they may be expected to build, own, and operate rental 
housing on an increasing scale. To this trend, yield in- 
surance does not have much to contribute. Again, the 
guaranteed yield is lower than the rates on many other 
investment opportunities open to insurance companies, 
while the permitted yield, on the basis of the Treasury 
figures, is less than they might expect to get from their 
own projects, should they be no better than the average 
run of rental property. 

A lack of realism in the official mind is once more 
evident. The yield insurance scheme, if adopted, is not 
likely to achieve much success on its merits; and if it is 
to be promoted — as thinly veiled implications would 
suggest — on the basis that the alternatives available 
to government would be even less palatable, it pro- 
vides a sorry method of preserving private investment 
in housing. 

* At least nine states have already made such investments legal for domestic life insurance com- 
Oe According to the Statistics of Income net return on the total investment of real estate corporations 


earning net income averaged 4.5 per cent between 1938-1942 inclusive. In 1942 the rate was over 
5 per cent. 


The Crux of the Matter 


All the government’s rental housing programs to date 
have been ineffective attempts to compensate for under- 
lying difficulties. No effort has been made to seek out 
and remove the difficulties. , 

The government has failed to recognize that, under 
present circumstances, rental housing is a high risk, 
low yield, illiquid type of investment, that these three 
in combination offer a strong deterrent to investors, 
and that the combination is in no small part due to 


` governmental policies. 


Local real estate taxes create inordinate risks and 
cut drastically into income, while federal corporate 
income taxes will reduce yields to a level satisfactory 
only for the safest and most liquid types of investment. 
Тһе high loan-to-value policy is another source of risk; 
and the attempt to alleviate the risk with a high depre- 
ciation rate only creates temporarily a fool's paradise. 
Moreover, to increase the loan-to-value ratio still further 
and actively to promote thin equity financing at a time 
of high building costs, is plainly to court disaster. Тһе 
pursuance of such a policy can be condoned only on the 
pleas of ignorance or desperation. It cannot produce 
rental housing. 

The federal policy has lacked emphasis on the promis- 
ing source of a supply of rental housing to be derived 
from the building of small structures and the use of 
existing single-family houses. On the contrary, the 
policy, until lately adhered to, of limiting the construc- 
tion of houses to, and of forcing the sale of the new 
houses upon, the veteran group (the majority of whom 
has been shown to desire to rent) has tended to impede 
rather than to accelerate both the erection of semi- 
owner-occupied structures (two-family dwellings and 
small apartments) and the transfer of existing houses 
from ownership to rental status. 


What Can Be Done Now? 


Since the federal government still largely controls 
the destiny of building, the first steps toward an ex- 
pansion of the volume of rental housing must be taken 
by it. The following suggestions are offered: 

1. All restrictions on the building of houses should be 
removed so that anyone desiring and willing to pay for a 
new house should be allowed to do so. 

2. No limitation should be kept on new rental construc- 
tion as to either rents or occupancy. In a market such as the 
present one, building in any rental class will relieve pres- 
sure and will make existing apartments and houses avail- 
able at rents that cannot for the time be matched in new 
structures. 

3. Rents on existing dwellings should be allowed to 
increase, so as to remove some of the present overwhelming 
inducement to sell rather than to rent. This move is 
necessary to halt the present abnormal shift to home 


. ownership. 


4. As an incentive to large investors, the federal corpo- 
rate income tax should be so modified in respect to rental 
housing corporations that the return. therefrom. will show 


Waverly Apartments, for Savings Banks 
Trust Co., Harrison, Ballard & Allen, 
Architects 


up less disadvantageously in comparison with other forms 
of investment. 

So far as private rental housing is concerned, it is 
doubtful that any other federal action is needed, or 
that it would be effective if provided. At the same time, 
however, there are additional measures that may profit- 
ably be taken by state and local governments. The 
process of shifting the over-burden of local taxation 
from-real estate is long and complicated, but a start 
can and should be made, so that at least future policy 
will be clear. Insurance laws in those states that prohibit 
direct housing investment by insurance companies and 
other fiduciary institutions should be amended in the 
current sessions of the state legislatures. 

'There are of course still other measures, not discussed 
in this article, that would aid in putting rental housing 
investment on a sounder basis. Among them are: the 
modernization of building codes to avoid excessive cost 
and facilitate innovation; the modification of licensing 
laws for contractors and tradesmen where they operate 


LET'S LIFT FEDERAL TAXES 


By Herbert U. Nelson 


as restraints in trade; the outlawing of restrictive prac- 
tices within the construction industry. However, such 
moves are not to be accomplished overnight, and in 
light of the emergency, may be considered secondary 
to the suggestions previously made. 

Rental housing can be made an attractive investment. 
It can be made so without the sort of artificial aid and 
protection from government that eats away the essen- 
tial characteristics of private initiative. But it cannot 
be done without removing the artificial hazards and 
deterrents resulting from existing law and governmental 
policy. If these adverse conditions are corrected, rental 
housing will have an appeal to the type of equity inves- 
tor who is content with a moderate average yield over a 
long period, who is not concerned with liquidity as of 
any moment, and who is strong enough to weather the 
fluctuations in the rental market. Such investors exist; 
and they will enter the market, if law and policy are not 
rigged against them. 

It is time to get down to earth and move ahead. 


FROM HOUSING 


Executive Vice-president, National Association of Real Estate Boards 


КЕ federal tax burden on housing is 
heavier than most people realize. It 
amounts to about 20 per cent of the in- 
come of a taxpayer expended for princi- 
pal payments in buying a home or for 
rent payments. That is quite a little load. 
Representative Knutson and others 
are talking about lifting federal taxes to 
some extent. А 20 per cent cut is being 
discussed. Why not lift it from housing? 
This would be a better incentive for 
home ownership and for better housing 
for tenants than all the subsidies, all the 
public housing, and all the meddling 
that the federal government can do. 

1. Principal payments made upon the 
purchase of any house, farm, store or 
property to be used by the individual 
taxpayer would be deductible from the 
federal income tax up to the amount of 
$2500 a year and to a top limit for any 
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individual of $25,000. This means that 
the taxpayer would save the tax on his 
principal payments which would amount 
to about 20 per cent for everybody. 

2. Tenants who are taxpayers would 
also be given deduction for rent paid up 
to $2500 a year and up to a limit of 
$25,000 for any taxpayer. This means 
that the tenant would save about 20 
per cent on his rent bill, and he could use 
that for occupying better quarters. 

3. In addition to deductions for prin- 
cipal payments and rents, deductions 
should also be permitted for mainte- 
nance, operation, heating and like ex- 
penditures on real property owned and 
used by the occupant. 

The point is that every taxpayer 
would get a total deduction up to $2500 
which would apply on all his payments 
for real property and its uses. 


As to operating costs, all this does is 
to put the owner of property who uses 
it himself, for a purpose such as a home, 
on a parity with a business which can 
deduct operating costs. 

This is not a federal subsidy. Тһе fed- 
eral government is not subsidizing any- 
body when it refrains from taxing in- 
come used in certain ways. 

What would be the result? The fed- 
eral government would lose taxes which 
might run to $3 or $4 billion a year. This 
is, of course, an enormous sum. It is. 
however, just about what the Congress 
is discussing in the way of a tax cut. 

Taxes should be lifted first of all on 
the fundamental things that people 
have to use and the most fundamental 
of these is shelter. Decent shelter has 
more to do with the standard of living 
than any other single necessity. 
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Hedrich Blessing Photos 


Goldwater's new fashion department store in Phoenix, Ariz., will present in application most of the principles outlined by Mr. Owings, 
starting across-page. The exterior, as well as expressing a personality very much in harmony with local determinants, evolves naturally 
from a precisely studied functional interior, where departmental groupings and inter-relationships are organized on the preferred hori- 
zontal basis. Shaded portions in plans below are stock, dressing room and service spaces. Not shown in plans are beauty shop, restau- 
rant and epicure shop on third floor; stock-handling, storage and office spaces in the basement. Skidmore, Owings & Merrill, Architects 
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STORES 2 ARCHITECTURAL RECORD'S 


BUILDING TYPES STUDY NUMBER 122 


ECONOMICS OF DEPARTMENT STORE PLANNING 


By N. A. Owings, of Skidmore, Owings & Merrill, Architects 


N the days of bustles and mustache cups, a merchant 
| expanded his business premises, with increasing trade 
and prosperity, about as easily as letting out his vest. 
He tacked on wings and additions or, with almost equal 
facility, skipped to more commodious locations. In 
either case, the expansion was accomplished usually 
with an unpremeditative vigor, taking small account of 
internal space harmony and economics, or of the store’s 
future external relationships. Moreover, as the city 
complexly grew up around him, and expansion space 
became less available, the merchant further let out his 
seams with diminishing ease and grace. 

Prior even to the First World War, and during the 
"Twenties and "Thirties, the process of growth by jump 
and accretion gave way increasingly to a developing 
science of department store planning. But manifestly 
not enough! Тоо often mere symptoms of disorder were 
treated to the neglect of underlying causes. Architects 
today are hearing wails of distress in almost unanswer- 
able profusion from merchants who discover their stores, 
in the Postwar II era's dawning, hugely ill-conditioned 
to gather in their share of the promised greater 
abundance. 

Some cases can be diagnosed and ministered to only 
on the basis of removal to new locations. But just as 
many complaints of insufficient and ill-located space can 
be diagnosed and treated on the spot as inefficient usage. 


GETTING THE CASE HISTORY 


In all cases, whatever the ultimate therapy, whether 
relocation or treatment in situ, our first procedure as 
physicians to the ailing store is to get the patient's com- 
plete case history. On this basis we plan and apply a 
program of treatment which will insure health function- 
ing not for a year but for the next 20 — to the fullest 
extent of our ability to anticipate, through statistical 
means and imagination, the affective trends and condi- 
tions brewing up for the years ahead. Broadly speaking. 
the factors shaping a store's "past" are, first, its general 
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type and purpose, and, second, the extent of its business 
and how it grew. 

Department stores, like other major organisms, have 
general purposes, policies or guiding themes which make 
them distinct "types" or personalities. And their own 
types depend largely on their customer types, and the 
ranges and kinds of merchandise carried to serve them. 
Customer types depend, in turn, on geographical, dis- 
tributive and transport factors, occupational and income 
characteristics (professional, business, factorv, farm), 
provincial factors such as conservatism and high stylish- 
ness, and on age groups and special activity patterns — 
a store in a college vicinity, for example, will be cor- 
respondingly oriented. Customer types of course vary 
according to different departmental appeals within the 
store, but in the aggregate we almost always find a pro- 
nounced composite personality. 

Merchandise carried to suit the varying customer 
types falls into the following general categories: women’s 
apparel; women’s accessories; men’s apparel and acces- 
sories; children’s apparel and accessories; home furnish- 
ings and equipment; miscellaneous items such as 
notions, piece goods, stationery, books, luggage, and 
gifts. Probably there are no two stores existing alike іп 
their combinations and proportions of merchandise 
lines, nor in the amount of emphasis they put upon each. 

In these respects, stores are further broadly classi- 
fiable as “fashion,” “home” and “volume” types. A 
fashion store, such as those on New York City’s Fifth 
Avenue, may carry all the above listed categories of mer- 
chandise, including home furnishings, but puts greatest 
emphasis on women’s apparel and accessories, or carries 
these exclusively in a general atmosphere of high 
modishness. A home store is generally understood to 
be one that carries all categories and makes no partisan 
distinctions, in a spirit of leisurely “folksiness.” Volume 
stores carry all categories of merchandise in thorough- 
going ranges, and concentrate on mass selling at lowest 
prices and with huge turnovers. 


GROWTH OF BUSINESS 


The next phase in the case historical procedure is a 
review with management of the organization's size and 
growth over the years, and all the variable factors con- 
tributing to its complex of business operation. It is es- 
sential in this respect to recognize that increases and 
declines in a store’s overall dollar volume are by по 
means absolute indices to its operational efficiency. 
Volume fluctuations must be exhaustively analyzed in 
terms of variations in the “personality” determinants 
enumerated above. Relative interpretations must be 
made also with respect to competing stores and other 
types of business in contingent areas; and, finally, broad 
regional and national factors in store and other business, 
manufacturing, and buying-power trends must be 
analyzed and related. It is here that we begin the cross- 
over into thinking and planning for the future. 

Comparative analyses and data lead us into prelimi- 
nary considerations of potential and prospective dollar 
volumes. Often we are able at this point to commence 
sketching the broad outlines of our long-range program 
for achieving and sustaining a business volume for the 
next 20 years, or whatever the practically agreed upon 
period. Our investigations may reveal that certain cus- 
tomer elements are being served inadequately not only 
by our store but by competitors as well. Perhaps a par- 
ticular age group is being neglected (baby furniture), or 
an income bracket (low-price shoes) or a fashion facet 
(high-style millinery). Perhaps it will be obvious that a 
customer service such as fur storage must be added or 
expanded. Whatever the particular indications that may 
emerge, comparative analysis almost invariably reveals 
whether or not desired and likely dollar volumes can be 
achieved within existing and slightly or extensively 
modified premises; whether, to what extent and where, 
branch stores may be feasible; or whether the best 
answer may not be wholesale removal to a new location 
in keeping with essential population, urban, competi- 
tive, and real-estate changes, and shifts in transporta- 
tional emphasis. All such considerations are to be 
framed, of course, within the store’s historic type and 
policy. Violence must not be done to its personality. 


First-floor walls will be Indian-red 
sandstone, with pink and yellow 
undertones; upper floors, stucco 
and glass. Metal trim will be 
nickel silver. Interior flagstone pav- 
ing will be light buff pink, with 
sporadic inserts of dinosaur tracks 
(genuine). Entire store "'is one 
great display case." However, 
supplementary street show  win- 
dows, visible on this side (west), will 
display second-floor merchandise 


GENERAL SPACE REQUIREMENTS 


Future dollar volumes and contingent space require- 
ments for the store as a whole are obviously not to be 
accurately and finally calculated without minute ex- 
amination of each internal department, its individual 
volumes and requirements — past, present, and future 

-and comparative analysis of each department in 
terms of others within the store, and of other similar 
departments in the region, state and nation. 

Before undertaking examination, however, of depart- 
mental members, let us make a few generalizations con- 
cerning larger areas within the store as a whole. Interior 
space may be differentiated under three headings: Sell- 
ing Area includes space not only for actual sales but 
also for forward stock (not to be confused with reserve 
or remote stock). Service Área contains offices; wash and 
rest rooms; space for merchandise bandling and storing 
(much of this activity may be allocated to a separate 
warehouse); window display; auditorium, hospital, etc. 
Occupancy implies space for the installation and opera- 
tion of elevators, stairways, chutes, conveyors, ducts, 
etc. 

For every sq. ft. of selling area we figure roughly on 
2 вд. ft. for non-selling — for service and occupancy as 
indicated above. On a recent job which may be con- 
sidered typical for a complete-line, high-volume opera- 
tion, we show the following percentages of space alloca- 
tion: selling area proper, 29 per cent; service and aisles 
on selling floor, 3 per cent; total selling area, 32 per cent. 
Service in store proper, 21 per cent; in warehouse, 37 
per cent; occupancy, 10 per cent; total non-selling area, 
68 per cent. The lower the store’s volume and the nar- 
rower its scope of merchandise, the higher will be its 
proportion, naturally, of selling to non-selling space. We 
cite the above generalizations and figures simply as 
rule-of-thumb guidance in planning a particular store’s 
preliminary area prospectus. The only generalization 
that we can confidently apply to all cases is: first, 
determine the store’s selling space according to par- 
ticular type, scope and comparative analytical data; 
let determination of the non-selling areas follow in due 
respect and proportion. 


ARCHITECTURAL RECORD 


Structurally the building is a series 
of slabs on columns, with walls act- 
ing only as screens. Open planning 
and maximum use of glass (planting 
and overhangs prevent glare) 
""bring the outside into the store." 
Sales and fitting areas benefiting 
from natural light are located ac- 
cordingly. Minimum light exposure 
is toward the ‘‘torrid’’ west. Top- 
floor restaurant is oriented north 
and east for coolness and scenery 


DEPARTMENTAL CASE STUDIES 


We have previously acknowledged that overall space 
requirements, in terms of optimum dollar volumes, can 
be calculated precisely only on the basis of desiderata 
for individual departments. Optimal volumes and space 
allocations for each department may be based to some 
extent on comparison with similar departments in other 
stores. But similarity is an elusive quality to define. A 
store's constituent departments are affected not only by 
all the external factors heretofore cited, but also by 
internal variables which are best illustrated in a system 
some stores have of charging their departments "rent," 
as a means of check and control. In this system, the 
store maintains a rent chart showing the boundaries of 
each department, the number of sq. ft. it occupies, and 
the rental per sq. ft. Rental rates are not uniform 


throughout the store, being highest on the street level 
and progressively less on the floors above. Even within 
each floor, rents are not uniform, but vary with pre- 
ferred location according to escalators, main aisles, etc. 

То afford the first-floor rentals, merchandise must, in 
addition to being largely "impulse," be of high-fashion, 
glamorously attractive type, producing high unit profit 
as well as generous turnover through its relative ex- 
pendability or rate of obsolescence. Hosiery, for exam- 
ple, is a first-floor natural. Furniture, with a transaction 
ratio to hosiery in one store last year of 1:31, is "de- 
mand" merchandise which may be departmentalized on 
top floors, or even in adjacent low-rental buildings. 

If in 2000 sq. ft. of space, a department does $200,000 
worth of annual business, its sales per sq. ft. (and rental 
rate) is $100. In setting future volumes and space re- 


Relationship chart below shows basis for eventual space allocations and layout of departments in terms of their inter-association 
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quirements, this figure, together with volume of trans- 


actions, is useful in comparison with similar depart- 
ments in comparable stores only if weighted by con- 
sideration for the internal locational differences implied 
above. Also there may be differences in departmental 
"atmosphere" or sales technique, requiring more or less 
area, which must be duly considered. With such requi- 
site weighting, then, we proceed in our determination of 
departmental areas, to be met with further factors. 

Manufacturers, more and more, are supplying mer- 
chandise to suit the individual, making clothing not only 
by size but by figure proportions, and with greater style 
differentiations within each size to appeal to differing 
age groups. Mother, child and grandmother no longer 
buy together in a single dress department, but go to 
their respective individual "shops." All of which com- 
plicates our schemes for departmental interrelationship. 

As background for this planning phase, we compile 
departmental case histories and check lists similar to 
those for the whole store, getting philosophies and ob- 
jectives from appropriate division managers, depart- 
ment heads and buyers. We learn from each his order of 
preference as to location and association with other de- 
partments. We gather complete data on details such as 
desired display, selling and fitting-room space, decora- 
tive treatment, types and arrangement of fixturing. 
Fixturing — the furniture which houses forward stock 
and from which it is sold — involves analyses of selling 
techniques, methods of receiving and sorting stock, 
quantity relationships between forward stock and re- 
serve, seasonal fluctuations (toward possibilities of 
doubling up), and unit merchandise dimensions (even 
in the most luxurious and leisurely “atmospheres,” pro- 
ductivity per square inch becomes increasingly vital). 
All such information is worked up, together with con- 
tingent data previously explained, and translated into 
relationship charts similar to that on page 89. These 
charts, in turn, are supplemented and amplified by 
exhaustively detailed manuals. 

And so we arrive finally at sq.-ft. space allocations for 
each department, which added together give total sq.-ft. 
requirements for the whole store. Furthermore, we add 
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Free-standing show cases visible 
under overhang are lowerable to 
basement for trimming. One-story 
men's wing (far left) gives com- 
plete segregation, yet directly 
across court [see plan) are all most 
likely women's gift items. Court in 
foreground opens off sportswear 
section with huge fireplace. Court 
has high walls for tea service and 
winter fashion shows; the second- 
floor terrace is for summer shows 


together the individual optimal dollar volumes and 
relate the total to the preliminary optimal volume ob- 
tained for the entire operation. As a further check, we 
divide the median sales-per-sq.-ft. of all departments 
into the whole volume figure which again gives us total 
space requirements. These, in turn, are related back to 
our original calculations. 

Having more or less determined selling space, we set 
about after service and occupancy, within the rule-of- 
thumb rationale of 2 to 1. Here we become further in- 
volved in questions of receiving, marking, reserve stor- 
ing and otherwise handling merchandise, calling for case 
studies and check lists, in these respects, with due 
regard for each selling department concerned. Effortless 
and economic free flow of merchandise, to, from and 
around departments, using such mechanical means as 
conveyor belts, chutes and subveyors, requires as much 
traffic study and planning as any big city problem. 

Customer traffic, too, of course, is just as vital an ele- 
ment in this miniature city plan program. Entrances, 
traffic lanes, vertical access and transport means must 
be calculated and placed with greatest precision to in- 
sure free-flow dispersion and distribution of customers 
over the lower floors, and to entice them into the store's 
upper reaches. The "before and after" street-entrance 
studies on page 91 will serve to illustrate the detail into 
which we carry our analyses of traffic. 


ALTERATIONS AND SELECTION OF SITE 


We have passed somewhat beyond, in this outline of 
planning details, the proper chronological spot for dis- 
cussing procurement of additional space to accomplish 
desired programs. We have suggested, however, that 
study and amelioration of inefficient usage, according to 
methods indicated, will cure a great many complaints. 
If additional physical space is absolutely necessary, 
perhaps adjacent property can be had for horizontal ex- 
pansion, with long-range economic prospects balancing 
immediate real-estate considerations. Perhaps a sepa- 
rate warehouse will be part of the answer. Again, ver- 
tical expansion may be possible with stories added, 
always keeping in mind, however, that horizontal de- 


ARCHITECTURAL RECORD 


“Тһеге is no front or back to the 
building’’—an estimated half of 
customers will enter from this park- 
ing lot side. Observe ramp о far 
left for trucks. Foreground wing 
segregates non-apparel from cloth- 
ing departments, for convenience in 
customer service and merchandise 
handling. Small show windows dis- 
play glassware, jewelry. Second- 
floor windows serve sales and fit- 
ting areas requiring daylight 


partmental relationships are vastly preferable. Basic 
merchandise categories add up to only five, which, with 
strictly operational and service departments, suggest an 
ideal limitation of six or seven stories. 

Horizontal relationships should also be kept in mind 
in the selection of a new site (with due consideration, of 
course, for all the external variables such as zoning, 
transportation, and other trends and conditional factors 
heretofore implied). These were primary determinants 
in selecting a site for Goldwater’s, illustrated on these 
pages, resulting in a low, large-area structure in which 
we could achieve the horizontal relationships of maxi- 
mum advantage. Our use of the Goldwater site, inci- 
dentally, gives as much area to customer parking as to 
structural occupancy. Calculations for area required 
were based on five-a-day car turnover per individual 


"'Before'' study (below) shows bad street-entrance arrangement 
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space. The problem of automobile parking is unques- 
tionably as crucial as any other on the planning list, but 
space limitations force us to treat it here simply by 
reference to previous studies (see ARCHITECTURAL 
Recorp, Хоу. '44, pp. 90-96; Feb. '45, pp. 86-96). 

* * * 

In concluding this brief sketch on bases for planning, 
we shall take a final crack at the bane of inefficient usage, 
with a hopeful prediction of even more scientific plan- 
ning for the future. Analysis of merchandising functions 
can be much more detailed and precise. Provisions for 
seasonal and general market fluctuations will be more 
far-sighted. Emphasis will continue to shift from 
"interior decoration," and unproductive doodling, to an 
architectural treatment progressively subordinate to the 
main issues — merchandising and customer service. 


"After" study (below) shows improved customer distribution 
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FOR А MORE EFFICIENT BlG VOLUME STORE 


ресе Abraham & Straus, since the 18707, has 
been growing in a way considerably reflecting that 
of its surrounding borough. Іп the plan across-page. 
1875 marks the first building in an accretive series that 
now, with 1947, is being shaped into more cohesive. 
economic unity. 

Тһе problems dealt with here by Herbert Davenport. 
and his А & S planning staff, are undoubtedly suggestive 
of those facing many store architects today, called upon 
to create more efficient space for increased volumes 
within existing limits. 

To the five-story 1875 structure, extending originally 
through the area marked 1947, was added the seven- 
story 1890 building; followed by 10 stories in 1930, for 
which Starrett and Van Vleck were the architects. One 
of the difficulties imposed by the 1930 addition was a 
disparity in floor levels. Equalization between the new 
and the old occurred only at the latter's top levels, to 
the continual mystification and irritation of customers 
who, by passing through a doorway and without benefit 
of vertical change, found themselves suddenly trans- 
ported from the fourth floor to the fifth. In addition, 
placement of the new elevators, in conjunction with the 
former grid arrangement of selling departments, caused 


a relatively poor dispersion and circulation of customers 


in the old building areas. 

One of Davenport's original thoughts was to move 
the elevators, at the same time reducing their number, 
to a position against the Livingston St. wall (right, in 
the plan). He contemplated adding two banks of escala- 
tors: one, since more customers enter from Fulton St. 
(from left in the plan), proportionally alongside the 
existing bank; the second, further into the store, at a 
point of triangular apex in relation to the other two. 
It was determined later, however, that the budget 
could be spread more advantageously over other im- 
provements, and vertical transportation has been left 
essentially as it was. 

Тһе third-floor plan across-page has been selected as 
typical of the designer's major solutions, although it 
does not by any means fully indicate his handling of 
the lower-floor level disparities. This hinges principally 
on treating and labeling the second floors of the 1875 
. and '90 buildings as a men's store mezzanine, which 
accomplishes for the floors above, if not a physical, 
certainly a better numerical relationship. Customers 
still have to traverse short stairways between levels, 
except on the now universal fourth floor. 

On the third floor, the designer capitalizes the change 
in level by locating his Junior Department in the higher 
regions, figuring no doubt that the enthusiasm with 
which the young and agile bound into their special 
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precincts will transmit a degree of buoyance to accom- 
panying elders. Contiguous to the Junior Department is 
a Beauty Shop. Beneath it are the Thrift Fashion 
Departments, to which thrift-inclined customers can 
descend from the regular departments by a short stair- 
way, rather than by lengthy routes to traditional bar- 
gain locations in the basement. 

Believing not only that the arrangement of elevators 
weighed against it, but also that absolute adherence to 
canons of "free-flow" planning was for other reasons 
not entirely practical at A & S, the designer has yet 
achieved much of the feeling and effect of this system 
in his convolving layout of departments. At the same 
time he has been able to observe minimal aisle clearances 
and to retain much of the original grid-plan fixturing. 
Wide dispersion and circulation of traffic are secured 
by an action somewhat centrifugal. Customers are de- 
posited by elevator and whirled away to the outermost 
selling reaches by a compulsion that can almost be felt 
in study of the plan. His arrangement, moreover, 
achieves the second great objective of free-flow plan- 
ning: the provision of reserve stock and fitting-room 
space immediately adjacent to — in some cases almost 
surrounding — the appropriate departments. 

Like many another department store planner, this 
designer acknowledges that the most desirable means 
for receiving, sorting, marking, storing and otherwise 
handling stock merchandise of each selling floor would 
be through a complete service extension at each level. 
Infrequently, however, can store management even 
conceive of devoting the potentially valuable selling 
space that would be required for such an arrangement. 
In this case, the designer thought at one time of pro- 
viding a narrow "service periphery" completely girdling 
the floor. Final analysis, balancing all considerations, 
required that the scheme be retracted to space provided 
at each level by the 1890 building. In the plan асговв- 
page, "Stock Area" connects with a large adjacent ware- 
house by freight elevator and sub-street tunnel. 

Many niceties in the designer's overall program can 
only be implied in this necessarily brief treatment. For 
example, silverware, for long occupying "high-rental, 
impulse" space on the ground floor, in conjunction with 
jewelry, has been moved to what is considered a much 
more appropriate location on the fifth, in departmental 
association with china and glassware. 

Тһе program is not to be accomplished entirely within 
existing limits. More efficient usage will be had from 
present space, but new groupings and arrangements re- 
quire nine new floors on the site of half the 1875 build- 
ing. This alteration (Shreve, Lamb & Harmon were 
architects for the building proper) is almost finished. 
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FREE-FLOW PLAN 
IN A CITY STORE 


Grand Rapids Store Equipment Co. 
Designers 


UCCESSFUL experimentation on upper 
floors, with a thorough-going "free- 

flow" arrangement of aisles and fixtures, 
late last year encouraged Stern Bros., 
New York City, to apply the system to 
Above: View “А” in photograph of layout model, below their ground floor, the last really hot 
defense line of the ancient grid pattern. 
Finished just prior to Christmas, the lay- 
out, considered by many to be a brash 
tactical innovation for this sector, has 
already given good account of itself. 

Study of the model photo, in between 
at left, will disclose many fine points in 
applying the system. Formerly the cus- 
tomer in his drive on the west bank of 
elevators (behind open columns at right 
in photo) marched straight down the 
center aisle from 42nd St., flashed past 
three or four rectangular counters, exe- 
cuted a sharp left flank and continued 
briskly on to his objective. Now, observe 
the numerous paths along which he may 
be subtly led. At least two of them carry 
him by way of back reaches into which 
there was formerly scant dispersion. 
Even though set on upper-floor demand 
goods, the customer is far less likely than 
before to overlook the increased frontage 
of impulse merchandise displayed along 
the way. Notice also the "island" placed 
before the up-escalator to divert traffic 
. from unseeing axial penetration. 
Below: View “В” in model, looking toward up-escalator This does not mean that customer cir- 
culation is retarded by bottlenecking. 
There are nowhere any point-to-point 
distances less than in the aisles of the 
former grid plan. Furthermore, the ins 
and outs of the selling islands provide 
not only more display and under-counter 
storage space than the old system, but 
less personnel — and this will be certified 
by management — is required for opera- 
tion. Also, all the counters are continu- 
ous; there are nowhere any square ends 
to "stop" a customer. Another advantage 
put forward is easier access and greater 
flexibility in the use of behind-the- 
counter fixtures. Sub-departments within 
islands may with greater facility be 
adapted to seasonal fluctuations. 


Knickerbocker Photo Service 


Top and bottom photos by R. E. Leppert, Jr. 
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URVEYS of department stores and shops, recently built 
$ or modernized, reveal much serious effort to provide 
better organic stock areas, in direct connection with 
selling departments. Shortest and quickest possible con- 
nection between forward stock and reserve is particu- 
larly important in stores with big and rapid turnovers. 
S. H. Kress & Co., New York City, at present locates 
its whole reserve stock on six floors above the first, 
on one of the most expensive plots of real estate in the 
world — Fifth Ave. and 39th St. 

Other stores have brought about more direct connec- 
tion by means of the "free-flow" system. Granting nu- 
merous advantages to this arrangement, there still re- 
main these objections: (1) uneconomic absorption by 
reserve stock of expensive sales space; (2) incomplete 


INTERMEDIATE FLOORS 
FOR GREATER EFFICIENCY 
IN STORAGE AND SERVICE 


By Dr. Louis Parnes, A.LA. Master in Architecture and Doctor of 
Technical Sciences, Federal Polytechnical University, Zurich. 1931- 
1940, taught, and practiced architecture— in the office of Le Corbusier 
— and elsewhere in Europe and South America; 1935, published 
book on Department Stores (in German) in which he developed 
briefly the intermediate stock-floor proposals detailed below. 
Since 1940 has practiced architecture from New York offices 


and unrational utilization of high ceilinged floors where 
stocks are located; (3) obstruction of outer windows and 
exclusion of natural light (and air); (4) completely 
divided, decentralized grouping of stock rooms. 

The proposed organic arrangement of intermediate 
stock floors (sandwich system) illustrated on these 
pages will result, I believe, in the following working 
advantages: (1) reserve stock situated immediately 
below (or, in addition, above) the corresponding sales 
departments on each floor, with quick, easy and direct 
supply at any time; (2) convenient "receiving stations" 
from stock sections, placed at logical points on the sales 
floor, alongside interior partitions, columns, selling 
counters, etc. Receiving stations in lesser operations 
may be composed entirely of dumbwaiters or subveyors, 


Below: structural details for the proposed intermediate stock floor truss. Dr. L. Parnes, Architect; Fred N. Severud, Consulting Engineer 
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TYPICAL LONGITUDE SECTION 


possibly just stairs; in big stores, stations may be con- 
nected by a system of interrelating conveyor belts, 
moving along below the ceilings of the intermediate 
stock floors. 

Further advantages will be: (3) increased sales space 
through elimination of reserve-stock fixtures; (4) di- 
minished forward stocks at selling counters, increasing 
potential display space; (5) better opportunity for sales 
personnel to survey varieties and sizes of available 
stock; (6) elimination of emergency hand-truck delivery 
during selling hours, interfering with customer move- 
ment; (7) reduction of service personnel and operating 
costs; (8) greater flexibility in adapting stock sections 
to space fluctuations of selling departments. 

Intermediate floors will carry reserve stocks for given 
periods of days or weeks, as conditions dictate, with 
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DELIVERY 


RECEIVING 


The system's basic unit; small-shop cell in big store organism 


supply connections maintained to remote warehouses by 
trucking at night, or at other hours when conflicting 
traffic is light. All large bulk merchandise such as furni- 
ture will probably be stored at these remote locations. 

Connection within the store between intermediate 
stock floors will be by usual means of freight elevators, 
conveyors and chutes. Goods for delivery from the store 
itself will be deposited, through floor openings at sales 
counters and wrapping stations, on conveyors carrying 
them toward elevators, chutes and vertical conveyors 
which, in turn, will transport them to shipping depart- 
ments in the basement, or to parking-lot stations for 
direct customer pick-up. Merchandise receiving, sorting, 
checking and marking will be in areas closely related to 
corresponding stock sections on the intermediate floors. 
Also, I believe it possible to locate workshops, manage- 
rial departments, lockers, employee and customer wash- 
rooms on intermediate levels. 

Further services and advantages that may be con- 
tained within them, I believe, are: complete conduit and 
electrical systems (for general water supply, sprinklers, 
air conditioning, pneumatic tubes, and for both recessed 
general, and spot, lighting), making possible invisible 
and highly "flexible" connections for illuminating count- 
ers and show cases, and for operating cash registers, 
pneumatic and telephone stations, etc. This will elimi- 
nate both the unsightly and space-wasting overhead net- 
work of such installations, and the uneconomic "false 
ceilings” often employed to hide them. Moreover, іп- 
spection, repair and modifications of such equipment 
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should be considerably easier. Finally, the prodigious 
motor boxes of escalators can be accommodated within 
the intermediaté floors, both for concealment and 
greater ease of inspection and repair. 

The intermediate storage-and-service floor system, 
obviously, can scarcely be applied to many existing 
buildings; it requires something of a revolution in 
structural concepts and principles. Engineering details 
for its accomplishment have been worked out with 
Mr. Fred. N. Severud, and are based on a truss system 
similar to that employed in factories and airplane 
hangars. We believe that trusses 9 to 10 ft. high are 
sufficient for carrying all the weights involved over 
spans of 200 ft. and more, in keeping with average sell- 
ing-floor widths of the largest present department stores. 
Trusses will be placed at intervals of 20-25 ft., cor- 
responding fairly with probable subdivisions of inter- 
mediate stock space. Moreover, we believe that our 
contemplated vertical truss dimensions not only will 
permit all the installation advantages enumerated 
above, but will provide sufficient headroom for person- 
nel, with 6 ft. 10 in. adequate at points of horizontal 
intercommunication through trusses. Note in details 
(p. 95) the arrangement of truss members at these points. 

Notice also in the details the developments possible 
through column sloping and truss cantilevering which, 
in conjunction with the static line (biggest bending 
moment in the middle), permit the parabola-like ceil- 
ing over sales floors. This, coupled with elimination of 
the overhead installation tangle, permits lower ceilings 
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than normal with such spans. In addition these ceiling 
arrangements increase potential window area by some 
30 per cent, and insure reflected light almost up to the 
mid-point of floors. Also, the up-curve on ground floors 
permits entry of sunlight behind show windows for re- 
duction of veiling glare (see sections). 

The system will certainly be more expensive in first 
cost than traditional methods, but overall-and long- 
range advantages will, I believe, do it ample justice. 
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Above: 
selling fixtures may be "'free-flow'' to aid customer circulation 


plan indicates stock receiving and delivery systems; 


Philip Fein photos 


Above: main entrance; floor is dark green terrazo; door handles, mahogany. Immediately beyond is the foyer 
with Gift Department to right, circular jewelry case and Handbag Department to left (see plan). Below: main 
selling area; walls and benches of Shoe Department to left of stairway are covered in dark greén leather 
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Joseph Magnin's, Palo Alto 


Gruen and Krummeck, Designers 


Michael Aver, R. L. Baumfeld, Associates 


EYOND all the questions of efficiency and economy 
B discussed in the pages preceding — the complex is- 
sues of storage space and service planning — lies still 
the crucial matter of architectural treatment to please 
and beguile the customer, to attract her eye, and her 
mind and hand, to the acquisition of merchandise — the 
real crux of the problem. 

"Joseph Magnin's in Palo Alto," say the designers, 
"is a department store for women. It is intended to 
appeal not only to the women students of nearby 
Leland-Stanford, but as well to all the women residents 
of the San Francisco Peninsula. We feel that here the 
idea of individual shops within a store has been ex- 
pressed most clearly. . . ." 

Individual shops not shown in the plan at left are: 
Sportswear, Infants and Children, Robes, Lingerie and 
Corsets located on the mezzanine — a feature partially 
existing in the original building from which the store 
was remodeled. А beauty parlor will be added later on 
the top floor, at present still occupied by offices. 

All principal departments of the store are immediately 
accessible from the main room (bottom photo across- 
page), either by ground-level contiguity or by stairway 
— the latter being, as well as a convenience, a contriv- 
ance exerting most palpable lure to customer circulation. 
The Dress Salon located behind it profits by the placing 
of the approach risers — turned away from the main 
street entrance. 

Exterior of the store (above) is dark gray marble 
around the base; upper portions, medium gray stucco. 
Frames around show windows are white marble; awn- 
ings, black and white striped. Panel above entrance is 
antique Roman marble. Letters “J. M." are gold bronze 
with concealed neon. 
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Right: closeup view of departments in main selling area to 
right of stairway in plan. Cosmetics at right. Millinery beyond; 
lighting concealed behind mirrors is designed for flattery 


Below: view on mezzanine, looking toward Children's Shop 
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Below: view from mezzanine, across to Lingerie and Corset Department, down to jewelry case in foyer. Splashing effect of light on 


ceiling is by means of indirect fixtures in the column cap; this general light from the main ceiling is supplemented by recessed ''pots.' 
Also, the mezzanine railing contains a cove lighted by cold cathode tubing. Stairway is gold finish; plastic inserts in the railing 


Gottscho-Schleisner photos 


Above: behind plate glass, to left of door, and above outside showcase are two hanging 
cases for special displays, illuminated by ''bullet-type'' spots. Right: Silverware Depart- 
ment; hassock type chairs (designed by the architect) are finished in delft blue leather 


NEW ARRANGEMENT FOR BRINGING THE INSIDE OUTSIDE 


ROBABLE customers are arrested on the sidewalk in 

front of this Wiss Jewelry Store in East Orange, 
N. J., by an almost uncanny feeling of being "through 
the looking glass." The arrangement of the "showcase" 
type of exterior display produces a sensation, in a per- 
son outside, of being already within the store. The next 
few steps to the true inside are practically irresistible. 
The circular ceiling light cove provides tbe main gen- 
eral light for the front; high lighting of merchandise in 
outside cases is by incandescent recessed spots along 
the display windows, both inside and out. Lighting 
inside is "spot," with fluorescent in cases and boxes. 

Woodwork, cabinets, tables and display cases, inside, 
are pickled oak. Back walls, in china and glassware 
section, are woodweave, painted delft blue. 
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SILVERWARE 


| r oe 


J. A. Fernandez, Architect 


Above: open counter across rear of store is wrapping depart- 
ment; offices, behind; Children's Department on upstairs balcony 


SHADOW BOXES 
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TOWN AND COUNTRY BOUDOIR THEME 


L. G. Gluskin, Designer; W. J. Modin, Associated Architect 


IS purpose for Blackton's, Fifth Avenue, New York, the designer says, 
H "was to create an informal boudoir atmosphere for the sale of women's 
intimate apparel." His use of rough stone in soft hues of pink, orchid and 
tan, giving an effect of “Town and Country” to the exterior, was to avoid 
"the cold, unwelcoming formality often expressed by limestone and marble." 

The plan below the general view of the first floor, from a point just 
beyond the street entrance, does not indicate the second-floor departments: 
(in order behind the big upstairs window) Bridal Salon; "Bras"; Corsets. 


Ben Schnall Photos 


Above: ''boudoir atmosphere ' of first floor is contributed to by straight-grain oak with light pickled finish. All woodwork and cases are 
intended to suggest actual boudoir furnishings. Walls are chartreuse, turquoise, fuchsia; ceiling, gray orchid.Cove interiors light orchid 
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FIRST FLOOR 


Above: south wall, lower floor, looking toward street. Fluores- 


cent lighting is used only in coves where source is concealed; 
recessed ceiling fixtures, general and spot, are incandescent 


Above (юр): general view of upstairs from point opposite 
stairway. Directly above: cashier and wrapping station at a 
point before “Вға” Department and just after Bridal Salon; 
note camouflage of cash register by the flower box and trellis 


Right: north wall, lower floor, looking toward rear of store from 
just beyond stairway. Combined lighting is designed to give 
average reading of 28 lumens on active selling plane, at show 
case level; in aisles and non-selling areas, it is less. "Bullet- 
уре" spotlights dramatize special displays on "А-В-С” platforms 
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OPEN-FRONT PHOTO SHOP 


IN BERKELEY, CALIFORNIA 


John Carl Warnecke, Architect 


HIS young architect (age 27) makes his wholly visible 
| fe: interior of continuous part with the outside, by 
keying wood finishes to the color of the structural glass 
used as exterior facing. Counter fronts, storage fixtures, 
and wall coverings are Philippine mahogany, bleached 
white, then finished in a silver gray. 

Counter tops are accents of bright blue structural 
glass. The ceiling is white acoustical tile with flush 
fluorescent lighting fixtures. Cabinets and show cases 
are lighted indirectly by fluorescent. 

The Berkeley Photo Co. is located near the Sather 
Gate entrance to the University of California 


Philip Fein Photos 


ASSEMBLY SALES ROOM 
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NOTHER hotel fire! Another holocaust 
in a “fireproof” hotel! Why? What 
can be done to prevent this needless loss 
of life? What is the architect’s responsi- 
bility — moral, as well as legal? 
In six short months two large hotels, 
the Winecoff in Atlanta and the LaSalle 
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HOTEL FIRE SAFETY 


in Chicago, were turned into lethal gas 
chambers and crematoria, although both 
bore that mocking title, "fireproof." 
Another, the Canfield Hotel in Dubuque, 
lowa, demonstrated the danger of un- 
protected combustible construction. 
The public was particularly appalled 


119 persons died іп the Winecoff Hotel, Atlanta. Erected in 1913 of fireproof construction, 


it had only a single exit stairway, open and unprotected from the flames that roared 
upwards from the point of fire's origin in the third floor corridor. Combustible trim and 


furnishings fed the flames, and open transoms turned guest rooms into fire traps 
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because the Winecoff and LaSalle hotels, 
in which 180 persons died, were thought 
of as fireproof hotels. The layman nat- 
urally, but mistakenly, believed that a 
hotel of "fireproof construction" was, 
for that reason alone, a "fire safe" hotel. 

Тһе term “fireproof construction" ac- 
cording to the National Board of Fire 
Underwriters indicates only that the 
framework will be capable of being re- 
habilitated and continued in use, even 
though the contents of a building are 
completely destroyed. And "contents" 
includes occupants. 

Most fatal hotel fires occur in com- 
paratively old buildings. It would be 
wise if, at the outset, every existing 
hotel were examined by local architects 
and immediate practical recommenda- 
tions for increasing fire safety were 
made, whether or not the law requires 
changes. The principles of fire safety 
and the means to be employed are the 
same for new or old hotels. To under- 
stand these principles and the means for 
control, it is necessary to understand 
what happens in hotel fires — where 
and why they start, how they spread, 
and what people do. For that reason we 
give accounts of recent fires as they 
relate to the recommendations for action 
that will increase fire safety. 

Fire safety depends not only upon fire- 
proof construction of the shell (walls, 
floors, partitions, etc.) but also upon other 
means of (1) fire prevention; (2) fire 
control, fire isolation, preventing the 
spread of fire once it starts; and (3) pro- 
viding adequate means of escape for the 
occupants. 

Тһе architect's responsibility in re- 
modeling or in designing new hotels 
extends beyond mere compliance with 
existing building laws. They often are 
inadequate for true fire safety, although 
new standard codes are being developed. 
His plan, his design, his choice of ma- 
terials and equipment, his supervision — 
all must take into account the three 
factors of fire safety. 


FIRE PREVENTION 


This is largely a matter of materials 
used. In addition to the usual legal re- 
quirement for fireproof structure, it is 
essential that all possible finish ma- 
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Plan of the third floor of the Winecoff 


shows the open stairway. Fire walls and 


doors of the elevator shaft withstood the 
flames. Fire is believed to have started at 
point X in a carelessly stored mattress 


terials, equipment, and furnishings be as 
fireproof, as incombustible, as possible. 

Interior Finish. There is great danger 
in permitting the widespread use of 
combustible trim, paneling, and furnish- 
ings in a hotel. Important factors in each 
of the recent hotel fires was the presence 
of trim and wall and floor finish ma- 
terials that ignited readily and spread 
the fire. 

The cocktail lounge of the LaSalle 
Hotel, where fire started, was a room 


within a room, constructed of wood 
studs with gypsum block filler, covered 
with a highly combustible interior finish. 
The fire started in the concealed space 
behind the false wall and spread rapidly 
through the cocktail lounge and through 
the unprotected opening into the main 
lobby. Here it also found ready fuel: 
the entire lobby and mezzanine were 
finished with ornate paneling of walnut 
veneer that burned like tinder. 

Heat caused the dried-out highly 
varnished veneer on the panel to delami- 
nate and burn at a much lower tem- 
perature than if ordinary wood had been 
involved. Underwriters’ Laboratory 
tests on representative samples of the 
paneling indicate that the surface spread 
of fire was approximately five times 
faster than on red oak lumber. 

Combustible finish also was a highly 
contributory factor to the rapid spread 
of fire in the Hotel Winecoff and Hotel 
Canfield. 

In the Winecoff, walls of corridors 
and stairways were covered with painted 
burlap from the wood baseboard to the 
rail, above which they were papered. 
The corridor floors were completely 
covered with carpet on felt padding. 
The doors to guest rooms were of light 
panel wood, with wood frames and 
transoms. Interior finish generally con- 
sisted of wallpaper and painted ceilings: 
some rooms were reported to have up 
to five thicknesses of wallpaper. Most 
windows had ordinary cloth draperies 
and a number were equipped with 
wooden venetian blinds. 


In the Canfield Hotel there had been 
extensive modernization of the interior 
with combustible board glued to %-іп. 
plaster board which in turn was nailed 
to suspended two-by-fours. Fire started 
in a closet in the cocktail lounge where 
ashtrays were emptied into a cardboard 
container. As in the LaSalle, it flared 
quickly through the cocktail lounge, 
then into the lobby, and up the unpro- 
tected stairs and elevator shaft. 

The National Fire Protection Associa- 
tion recommends that, since oil bonded 
paints on walls and ceiling provide much 
fuel to fires, all ceilings of public area, 
including assembly rooms, stairwells and 
corridors, be coated with incombustible 
types of paints. Reference is made to 
Navy Specification 52-P-22. It also 
advises that in all stairways the use 
of wood paneling, flammable paints, and 
carpet runners that are not flameproofed 
be forbidden. 

Sprinkler Protection. Certain hotel ele- 
ments offer unusual hazards to fire 
prevention, and should be provided with 
sprinkler protection. Areas where many 
fires originate include the kitchen, 
bakery, laundry, valet shop, linen room, 
repair shop, storerooms, paint shop, 
carpenter shop, and help’s quarters. See 
table listing locations of all reported fires 
in hotels, page 109. Service areas should 
be isolated, wherever possible, and sepa- 
rated from the rest of the structure by 
fire walls. 

The Winecoff fire is believed to have 
been started through the careless storage 
of a mattress and folding bed in the 


Left: Lobby and mezzanine of Hotel LaSalle were finished with walnut veneer paneling that delaminated and burned fiercely. Fire 


started in the adjoining cocktail lounge, also finished with combustible material. Right: False wall above elevator door lintels buckled and 


opened shafts to the flames. An open stairway (not shown) permitted fire and strangling smoke to penetrate quickly to the upper floors 
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hotel corridor, where it was exposed to 
any carelessly discarded cigarette. 

Тһе careless smoker will always re- 
main the number one cause of hotel fires 
(approximately 38 per cent), and a 
hazard beyond the architect's control. 
Fires will start in this manner, but by 
keeping combustible furnishings to a 
minimum, providing sprinkler protec- 
tion, and preventing the spread of fire by 
the compartmentation of hotel areas, 
fires can usually be isolated and checked 
at their source. 

For fire prevention, therefore, starve 
or kill fires at the outset. Specify fire- 
resistive interior finish, flameproofed fur- 
nishings, incombustible paints. 


FIRE CONTROL 


Control is accomplished by three 
means: (1) fire isolation, (2) directed 
venting, and (3) quick extinguishing 
provisions, including fire detection and 
alarm systems. 

Isolation. By sealing off the hotel 
areas into a series of vertical and hori- 
zontal “locks” protected by fire barriers, 
the architect can achieve a maximam of 
fire safety. Once a fire gains initial 
headway, it sets up a tremendous up- 
ward and outward pressure, fresh air 
being drawn in at the base and flames, 
smoke, and heated gases spreading 
upward through every unprotected 
opening and mushrooming horizontally 
when its upward travel is blocked. 

Horizontal Isolation. To combat the 
horizontal spread of fire within a single 
story, self-closing fire doors should be 
included in long corridors, doors to 
rooms should be of heavy construction, 
and transoms should be eliminated. 

In none of the hotels under study were 
there any of these barriers to the hori- 
zontal spread of fire. 

Vertical Shafts and Stairs. For safety, 
all floor openings, such as stair, elevator 
and dumbwaiter shafts, laundry chutes 
and similar vertical openings must be 
continuously enclosed with fireproof 
walls or partitions on all stories, and 
should have approved fire doors at all 
openings. Vertical pipe, ducts, or chases 
should be fire-stopped at floor and ceiling 
lines; and heating and ventilating ducts 
serving more than a single story must be 
provided with automatic dampers on all 
outlet openings and branches. 

Unprotected vertical openings were 
the chief cause of the rapid spread of 
fire in each of the recent disasters. 
Despite the fireproof structure of the 
Winecoff and LaSalle, the flames and 
death-dealing smoke and gases sprouted 
upward like a deadly plant, seeking 
every opening such as open stairways 
and shafts, pouring through open tran- 
soms into rooms and across to open 
windows. 

In the LaSalle there was the addi- 
tional invitation to danger in the open- 
ings into the elevator shaft. False walls 
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above the lintels of the passenger eleva- 
tor door in the lobby quickly burned 
out and revealed openings where ma- 
sonry had been omitted. In addition 
there was later discovered a 3 ft. by 3 ft. 
opening in the rear of the elevator shaft 
leading to the concealed space behind 


the walls of the cocktail lounge, which 
had been broken through for ventilating 
purposes. 

The main passage for flames, heat, 
and smoke that caused death on the 
upper floors was the open stairway, 
however. Some investigators believe 
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Above: Ground floor plan of Hotel LaSalle. Fire started at point X, spread throughout 
cocktail lounge, then through unprotected door into lobby and up the open stairs and 
pierced elevator shafts. Below: Plan of an upper floor. None of the fire stairs at rear 
opened directly to the outside at ground floor level. Propped-open fire doors admitted 
smoke and gases. Most who escaped made their way down the exterior fire escapes 
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Combustible construction and interior finish 
fed the fire that swept Hotel Canfield, 
assisted by an open stairway. This view 
shows three floors gutted by flames 


that if the elevator shafts had been 
self-venting at the top, they would have 
acted as chimneys to draw off smoke and 
superheated air, thus preventing most 
of the mushrooming effect of the fire. 
See page 110. In this way, once the 
effectiveness of a shaft or stairway has 
been destroyed as a means of escape 
(because of fire or smoke) it will, if 
vented, release dangerous pressures 
confined in it and protect unaffected 
areas from the horizontal spread of fire. 

Instead, the flames roared up the open 
stairway in the LaSalle as high as the 
fifth floor and into corridors before the 
fire was brought under control. Hot 
smoke and gases driven up by the heat 
below, and drawn by the draft created 
by open guest room doors, transoms and 
open windows, caught many victims in 
the halls, where they were overcome and 
died. Those who managed to save them- 
selves made their way down the outside 
fire escapes and rear stairways. 

The report of the Cook County 
Inspection Bureau states that "Few 
persons lost their lives from the actual 
flames. Death was mostly caused by 
inhalation of gases distributed by the 
unprotected stairways and pierced eleva- 
tor shaft openings. 

"In many cases gases were drawn 
through open transoms. Unprotected 
stairways reduced the value of the 
emergency exits by permitting spread of 
fire and gases through corridors во rap- 
idly that escape was cut off." 

À report on the Winecoff fire pointed 
to similar conditions: 

“The major contributing cause of the 
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tragedy was the open, unprotected stair- 
way, which furnished a perfect channel 
for providing draft and extension of 
flame, heat, and gases. Another factor 
was the opened transoms, and doors as 
tenants attempted to flee rooms, also 
the open windows." 

Main floor openings in the Winecoff 
formed a central group, consisting of two 
elevators, extending from basement to 
penthouse on the roof, with the stairway 
located between the shafts. Stairs led 
to a half-way landing from which they 
rose on each side to the next floor. The 
elevator shafts were enclosed with 
fire-resistive walls, with openings on 
each floor protected by metal doors 
having large wired-glass panels. The 
stairway, however, was not enclosed. 
After the fire started in the hallway of 
the third floor, it spread rapidly upward 
by means of this open stairway, trapping 
the occupants of the upper floors. 

During the holocaust, stairways and 
halls from the third floor upwards were 
charged with smoke, flame, and toxic 
gases. Therefore, even on the top floors 
where there was least fire damage, travel 
through the hallways was practically 
impossible. Some investigators are of 
the opinion that, even if there had been 
outside fire escapes on the building, the 
impassable halls and corridors would 
have made them inaccessible to all ex- 
cept those in the nearest rooms. 

Evidences of extreme heat in excess 
of 1,500? F. were found in many Wine- 
coff rooms. Electric light bulbs were 
fused and melted down; porcelain bowls 
were cracked; the heavy metal doors on 
elevators were twisted; telephones were 
melted down; nothing but bedsprings 
remained of some room furnishings: 
wood doors and trim were completely 
consumed in places; hollow tile walls 
were exposed and cracked in some 
places; fire hose was consumed down to 
nozzles and fittings; and there was 
severe spalling of walls and flaking of 
plaster. 

All of this took place in a so-called 
"fireproof" hotel — believed to be still 
structurally sound! The fire did not 
enter the elevator shafts (or any of the 
small pipe shafts) even though the 
elevator doors were buckled by the heat. 
This appears proof that such shafts can 
be isolated and protected against fire 
and its vertical extension. Had the stair- 
way been similarly enclosed and pro- 
tected, there seems little doubt that the 
fire could have been confined to the 
third floor. 

Mechanical Aids. In addition to hori- 
zontal and vertical fire barriers, the 
control of fire also depends upon certain 
fire-fighting aids, such as automatic 
sprinkler and alarm systems, standpipes. 
fire hose, and extinguishers. 


Sprinklers. Sprinkler systems are of 
particular value in existing hotels, where 
high standards of fire safety might not 
be achieved except through almost com- 
plete remodeling and new construction. 
Had the cocktail lounge of the LaSalle 
Hotel and the third floor corridor in the 
Winecoff Hotel been provided with 
automatic sprinkler protection, it is 
believed that neither fire could have 
gained headway at the outset. 

Alarm Systems. Early discovery of a 
fire and prompt alarm are of utmost 
importance. Every hotel should have a 
local alarm system with signaling sta- 
tions on all floors, arranged to transmit 
an alarm to the telephone switchboard 
and to the offices of the engineer and 
employee in charge of the fire brigade. 
A city fire alarm box should also be 
provided on the outside of the hotel at a 
readily accessible point. 

Irrespective of the olass of hotel. 
dependence upon the telephone as a 
means of giving the alarm to guests is 
apt to result in serious delay. The auto- 
matic sprinkler system can be so me- 
chanically or electrically equipped as to 
transmit an automatic alarm immedi- 
ately upon the fusing of the sprinkler 
head; or an independent alarm system 
can be provided. It has been suggested by 
some authorities that a public address 
system might be connected with each 
guest room. 

Standpipes. The inside standpipe is 
important in any scheme of hotel pro- 
tection. For the small building of mod- 
erate height, the National Board of 
Fire Underwriters states that 2-in. 
standpipes may be sufficient for “first- 
aid" requirements; otherwise there 
should be a larger line, 4 to 6 in. in diam.. 
equipped for use of both small hose and 
212-іп. fire department hose. Standpipe 
should extend from basement to roof 
and be connected to a street main or 
suitable pressure or gravity tank. It 
should have a gated 212-іп. hose connec- 
tion, reduced down to 112-іп., not over 
5 ft. above the floor on each story, 
including basement, attic, and roof. 
Hose sufficient to reach all parts of the 
fire section, but preferably not in excess 
of 75 ft. should be attached to each 
outlet. In addition, portable hand ex- 
tinguishers should be provided at all 
strategic points. 

Automatic Vents. To prevent the ac- 
cumulation of inflammable gases under 
skylights or in attics which are rela- 
tively inaccessible, it is recommended 
that automatic venting devices be in- 
stalled, which will open when dangerous 
pressures or temperatures are reached. 
Failing this, skylights should be glazed 
with thin glass that will break under 
pressure, though in this case a metal 
screen must be provided beneath the 
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glass to prevent the entrance of sparks 
or flying embers from an exposure fire. 
Fire control, to sum up, involves (1) 
so planning the hotel as to provide for the 
localization of the fire by isolating areas 
with firewalls and fireproof self-closing 
doors; (2) fire stairs and fire towers; (3) 
automatic venting of all vertical shafts 
once they have become useless as escape 
means; (4) automatic sprinklers in all 
major-hazard locations; (5) adequate 
standpipes, and convenient hose to reach 
the entire interior; (6) portable extin- 
guishers at strategic points; (7) providing 
detection and alarm systems; and (8) 
(not within the province of the architect) 
employee and personnel training and drill 
in immediate emergency action, plus rigid 
inspection and alert maintenance, 


ESCAPE 


Warning fire alarms are necessary but 
must be subject to control by manage- 
ment to prevent panic. Fire towers, fire 
stairs, and fire escapes must be con- 
structed according to modern standards, 
offering alternate means of escape to 
every occupant of the hotel, and termi- 
nating with direct egress from the build- 
ing. Lights in corridors indicating exits 
and fire stairs should be placed flush 
with wall or door jambs near floor level 
(to prevent obscuring by smoke) as 
well as above exits. Directness and 
simplicity in the plan of the hotel make 
for natural choice and use of exits and 
prevent confusion which leads to panic. 

All recommendations and modern 
laws relating to hotel fire safety now call 
for at least two safe, readily accessible 
exits from every corridor, public space 
or service area. These were shockingly 
absent at the Winecoff. There, the 
single open stairway was sole means of 
escape from upper floors. While the 
exits in the LaSalle were sufficient in 
number, certain conditions nullified 
much of their effectiveness, None of 
the fire stairs opened directly to the 
outside at the ground floor level. At 
the time of the fire a door leading to 
the enclosed stairway near the service 
elevators at the mezzanine floor had 
been left open, and this stair, which 
offered nearest egress from the building 
at the first floor, could not be used be- 
cause of the smoke and gas pouring 
through it and up the stairs. 

A deterrent to the proper location of 
hotel exits is their possible use as a 
means of evading hotel bills. Also as 
invitations to intruders with criminal 
intent. Therefore most stairways lead 
into the lobby. Where this is necessary. 
special provision must be made to make 
this area as nearly fireproof as possible. 
with a minimum of combustible trim 
and decoration, free from obstacles, and 
with several nearby points of exit to the 
outside. 

It is of utmost importance that the 
doors to escape stairs be self-closing and 
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POINT OF ORIGIN OF HOTEL FIRES, 1930-1940* 


Guest rooms 


Unknown 


Basement locations not otherwise listed 


Kitchens and kitchenettes 


Stairwell, elevator shafts, waste chutes, linen chutes, etc. 


Storerooms 

Boiler room 

Stores and shops 

Clothes and service closets 
Lounges and lobbies 
Miscellaneous known locations 
Attic or roof space 

Roof or penthouse 
Employees' quarters 
Restaurants 

Hallway or corridor 

Dining room 

Outbuildings 

Outside or exposure 
Ballroom 

Laundry 

Radio stations 

Air conditioning units 
Incinerator or rubbish room 


Stairway 


TOTAL 


*National Board of Fire Underwriters 


that they never be permitted to be 
propped open for ventilation or any 
other reason. Occupants must also be 
impressed with the necessity of allowing 
the doors to close behind them after 
passing through, since, once they are 
left open to admit smoke and fire, their 
usefulness to those above ceases. 

It is interesting to note that the orig- 
inal plans for the LaSalle Hotel called 
for fire doors in corridors, but they were 
later deleted. Had they existed, guests 
could have gone from danger areas to a 
safer zone on the same floor protected by 
fire doors. 

Fire Escapes. Outside fire escapes 
have their place in the general scheme 
of hotel fire protection, especially in 
old hotels. Hundreds escaped from the 
LaSalle by outside escapes. They are 
far less satisfactory than enclosed fire 
stairs, however, since they must be 
located in such a way that they avoid 


Number Per Cent 
93 20.6 
58 12.9 
44 9.8 
37 8.2 
27 6.0 
26 5.8 
25 5.5 
23 5.2 
18 3.9 
13 2.9 
13 2.9 
12 2.7 
10 2.2 

9 2.0 
9 2.0 
9 2.0 
4 0.9 
HB 0.9 
3 0.6 
3 0.7 
3 0.7 
2 0.4 
2 0.4 
2 0.4 
2 0.4 
451 100.0 


passing in front of windows unprotected 
by wired glass. Otherwise fire in a lower 
story might make them unusable. They 
are objectionable, too, as possible means 
for theft or invasion of privacy. 


References: National Board of Fire 
Underwriters; National Fire Protection 
Association; Cook County Inspection 
Bureau; and Fire Engineering 


Note. The foregoing article, con- 
cerned with the elements of fire safety 
as shown necessary by recent fires, ік 
intended to supplement local codes 
which give specific and sometimes ex- 
haustive legal provisions for materials, 
dimensions, tests and applications 
that demand conformance or revision. 
The following article sets forth the 
conclusions drawn by an investigator 
after careful analysis of recent hotel 
disasters. 
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PREVENTING THE SPREAD OF FIRE 


By Maurice Webster * 


cD of the General Clark 

Hotel fire (15 per cent of occupancy 
killed), the LaSalle Hotel fire (6 per cent 
of occupancy killed), and studies of 
other fires leads me to believe that the 
question of proper venting to prevent 
the spread of fire has been grossly 
neglected. 

In the General Clark fire there was a 
10 ft. square skylight directly above the 
stairwell, glazed with wire glass. This 
glass did not let go for some time after 
the fire had become intense — not until 
the glass had melted. It could be seen 
after the fire dripping like icicles from 
the reinforcing wire, In my opinion, if 
this skylight had been plain glass, of 
large enough coefficient of expansion to 
break quickly, most if not all lives would 
have been saved. Instead, wherever a 
bedroom door and window were opened, 
a vent through the bedroom was thus 
formed, and flames cut a path like that 
of a blowtorch from corridor across the 
room and out the window, enveloping 
the fire escape. 

Firemen testified that the outward 
pressure from gases of combustion 
seemed like a hurricane when they tried 
to enter the front door. Such pressures 
would not have existed if the skylight 
had let go. The reverse condition was 
noted by firemen when they arrived at 


* Architect, Member of Investigating Jury appointed by Coroner 
of Cook County, Ill., to investigate LaSalle Hotel fire 


What happened where broken 
windows in shafts served as vents 


сооз conarsca 


OPEN STAIRWELL 


titvATOQS 


the LaSalle fire after about 180 sq. ft. of 
glass had broken out in stairwells and 
elevator shaft. If this feature (venting) 
had been combined with self-closing 
doors, of even 1% hour rating, across cor- 
ridors at "A" and "B" in diagram, all 
guests would have been safe. 

Тһе advantages of venting stairwells 
and elevator shafts lie in giving a great 
measure of safety for a relatively &mall 
expenditure of money and in their ap- 
plicability to many existing buildings, 
with only moderate structural change. 
Automatic doors across corridors are 
also relatively cheap and are applicable 
to old buildings, thus giving the safety 
of horizontal exits as well as “cellizing” 
the buildings. 

In the Canfield Hotel fire, survivors 
reported that the pressure from the cor- 
ridor was “terrific” when they opened 
bedroom doors. These corridors were not 
vented, and bedroom windows became 
horizontal vents for smoke and flames 
when doors or transoms were left open. 

In the LaSalle Hotel, it appears that 
full venting action through breaking out 
of glass did not occur until about five 
minutes after the blaze had started up 
the stairwell. Flame and carbon monox- 
ide entered all bedrooms in which deaths 
occurred from corridors and not from 
the court. Most deaths occurred in bed- 
rooms where transoms were found open. 
Conditions were most fatal in court bed- 
rooms where the rising column of heated 


What might have happened if win- 
dows in shafts had not broken out 
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In General Clark Hotel fire, unvented shaft 
hastened the spread of smoke and flames 


air caused a suction augmenting the 
movement of gas from corridors through 
bedrooms, 

A good system of venting might well 
consist of moderately sized vents spaced 
at intervals along corridors. If intakes to 
these vents were equipped with balanced 
doors operating like typical draft regula- 
tors in breechings, they could be во ad- 
justed as to automatically give protec- 
tion for any floor where fire might occur, 
without danger of spreading fire through 
flues to other floors. 

It seems strange that with the Na- 
tional Underwriters Code, the National 
Safety Code, and the Consolidated 
Pacific Code all recommending the prin- 
ciple of venting stairwells and elevator 
shafts, so many municipal and state 
codes actually forbid this practice. 


What might have happened with 
proper vents at the top of shafts 
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Sun BASEMENT 


SCHEMATIC SECTION THROUGH HOTEL LASALLE 
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ҒНА APARTMENT PLAN TYPES 


NEW VERSION OF ROW HOUSES 


Something better than the old and all too familiar 
plan of block row houses is suggested by the Federal 
Housing Administration. Groups of houses are set at 
right angles to the street, instead of being cramped 
into narrow plots facing the street. 

Au obvious advantage is the wider, more comfortable 
house proportion which permits better planning. and 


APARTMENT PLANS FOR VARIOUS 
PLOT SIZES 
Тһе following plans for multiple housing will be 


published soon by FHA* to show certain federal stand- 
ards for rental housing, including room count and 


75-ft. lot. Walk-up building, with efficiency apartments. 
4 apartments апа 10 rooms per floor 


* Under the title of "'Planning Rental Housing Projects.” 


at no loss in occupancy when end houses are enlarged 
to accommodate two families, as shown in this plot 
plan. Lots run parallel to the street (indicated at the 
right) and are reached by walks bordered with planting. 

Principal rooms and porch are placed at the rear of 
the house. overlooking a garden — it can't be a “back 
yard.” Only kitchen, stairway. and bathroom windows 
face the adjoining plot. Floor plans for two of the 
single-family units are shown at the right. 


acceptable room sizes. The numbers in fovers indicate 
permissible room count. Those in rooms indicate their 
square foot areas. 

These plans, of course, serve only to show suggested 
arrangements for the use of architects. Naturally, no 
plan is applicable to all conditions and locations, for. 


Walk-up unit, with efficiency apartments. 3 apartments 
and 8 rooms per floor 
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FHA APARTMENT PLAN TYPES (Continued from page 111) 


(Above) 60-ft. lot. Elevator building. 4 apartments and 
15 rooms per floor (141; on first floor) 


TIME-SAVER STANDARDS 
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(Above! 75-ft. lot. Elevator building. 6 apartments and 
22 rooms per floor (21V? on first floor! 


(Left) 75-ft. lot. Walk-up building. 5 apartments and 19 


rooms per floor (181/2 on first floor). Front apartments show 


two solutions — one giving preferential treatment to the 


bedroom; the other, to the living room and dining alcove 


as FHA points out, apartment buildings of these types 
and arrangements are limited by conditions on adjacent 
properties and by depth of property which must be 
sufficient for yards and setbacks required by deed 
restrictions, ordinances, and FHA. 

The percentage of efficiency units (apartments with 
minimum kitchenettes and dressing closets) in a project 
is determined by FHA on the basis of suitability to the 
local rental market. Certain specific requirements for 
these efficiency units are: entrance through-a foyer and 
access to bathroom from foyer, dressing closet or hall; 
minimum living-room and bedroom areas as shown; 
kitchenettes not less than 3 ft. by 5 ft., opening off 
living room or foyer, with a tenant-operated exhaust 
fan; dressing closet large enough for dresser, circulation, 
and storage, including approximately 6 linear feet of rod 
and shelf space. 

(Continued on page 117) 
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MOVE THE SUN INDOORS 


An experimental sunshine room has 
been built by General Electric Company 
to demonstrate the possibilities of arti- 
ficial sunshine solariums * for convales- 
cent hospitals, athletic clubs, and pro- 
gressive industrial plants in the northern 
part of the country, and with slight mod- 
ifications to plant growth research and 
materials testing. The lighting setup 
shown in the sketch of the experimental 
solarium was designed to produce a per- 
ceptible sunburn in the same time as 
does the sun, to provide high levels of 
light, and as nearly as possible the same 
infrared radiant energy as the sun. 

Tungsten spotlight lamps and A-H9 
mercury lamps are installed above the 
glass skylight over which flows a film 
of water to filter out much of the long- 
wave infrared energy. The balance of the 
ceiling contains 40-watt fluorescent 
sunlamps and regular 40-watt white 
fluorescent lamps. A ventilating system 
keeps the air temperature down to a 
comfortable 80° F. Results are said to be 
a reasonable approximation of summer 
sunlight. Skin appears quite as it does 
in sunshine, and room occupants agree 
that it “feels” like sunshine. 


* An Artificial Sunshine Solarium," by б. F. Prideaux, lllumi- 
nating Engineering, Nov., 1946. 


PRODUCTS tor Better 


HOME LIGHTING 


А restyled Lighting Center has been 
opened in New York City by Sylvania 
Electric Products Company to display 
latest techniques in home lighting and 
to serve as a proving ground for new 
lighting equipment. The redecorated 
rooms, first opened in 1944, incorporate 
black light, germicidal light and infra- 
red heat lamps, as well as new adapta- 
tions of both tubular and circular fluo- 
rescent lighting combined with the latest 
in incandescent floor and table lamps. 
The basic idea of the lighting scheme 
throughout the five rooms — living 
room, bedroom-den, kitchen, bathroom, 
and study — is “to make light itself an 
integral part of the decorations." 

The fundamental lighting unit is a 
simple fluorescent lighting strip, with 
self-contained ballast, which is placed 
in book cases, kitchen cabinets, direct 
and indirect coves and in valences. 
The floor lamp is still considered essen- 
tial for close visual tasks, and an attempt 
is made to coordinate recessed fluores- 
cent tubes with the latest types of porta- 
ble lamps. Emphasis is also placed upon 
the fact that fluorescent and incandes- 
cent sources can be blended successfully. 
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TO SEWER 


Artificial solarium tests ' 


: Building 


Illustrated is the living room, focal 
point of which is a television set. Ап 
illuminated fish tank is set into a large 
mirror placed along one wall for decora- 
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‘sunshine’ substitutes in exoeriments for northern climes 


tive effect and to provide a low bright- 
ness background for watching the tele- 
vision screen. Window valence and book 

(Continued on page 122) 


Television-living room shows new techniques in fluorescent and incandescent lighting 
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MANUFACTURERS' LITERATURE 


CONCRETE FORMS 


Steel Forms for Concrete Walls and 
Floors, and Steel Forms for House 
Foundations. Two folders describing 
Atlas Speed Forms for concrete con- 
struction. Complete specifications, ad- 
vantages claimed, applications, dia- 
grams. 4 pp. ea., illus. Irvington Form & 
Tank Corp., 43 Cedar St., New York, 
Ne 


ELEVATORS 

Elevator Car Designs 154, 156- 
162, and Geared Freight Elevator. 
Nine folders giving complete description 
of various models of passenger elevators 
and one freight elevator. 4 pp. ea., illus. 
Otis Elevator Co., 260 Eleventh Ave., 
New York, N.Y.* 


FANS 

Durco Corrosion Resisting Fans 
(Bulletin 1102). Description of five 
standard sizes of corrosion-resistant fans 
for exhausting acid and other corrosive 
fumes. Complete engineering data in- 
cluding dimensions and capacities; typi- 
cal applications; information on the 
type of drives used, hood outlets, bell 
end adapters and drip traps. 12 pp., 
illus. The Duriron Co., Inc., Dayton, 
Ohio.* 


Emerson Electric Exhaust Fans for 
Business and Industry (Catalog 
X5559). Details of design and construc- 
tion, specifications and performance 
data for direct-drive and belt-drive ex- 
haust fans and accessories for commer- 
cial and industrial use. Typical uses and 
installations, table of recommended air 
changes for various rooms. 16 рр., illus. 
The Emerson Electric Mfg. Co., St. 
Louis 21, Mo.* 


FIRE HOSE 


Firemen Can Work Faster With 
B.F. Goodrich Hose. Folder describing 
a canvas-jacketed, flexible fire hose, its 
features and record. Includes description 
of couplings, gaskets and other acces- 
sories. 6 pp., illus. Тһе B. F. Goodrich 
Co., Akron, Ohio.* 


FURNACE 


Mor-Sun Utility Model U-4-G 
Pressed Steel Gas Fired Forced 
Warm Air Furnaces. Bulletin describ- 
ing a new unit designed for the small 
home. Gives features, complete specifica- 
tions. 2 pp., illus. Morrison Steel Prod- 
ucts, Inc., 601 Amherst St., Buffalo 7, 
Nes 


* Other product information in Sweet's File, 1946. 
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HEATING 


Heat Recovery from Internal Com- 
bustion Engines. Bulletin on the Sims 
Heat Exchanger and the Sims Exhaust 
Gas Fired Boiler. Description, specifica- 
tion tables, features, typical installa- 
tions. 16 pp., illus. The Sims Co., P. O. 
Box 1096, Erie, Penn. 


KITCHEN PLANNING 


Planning the Kitchen Electrically: 
Westinghouse Electric Home Plan- 
ning Series Manual No. 1. Funda- 
mentals of kitchen planning, basic 
kitchen layouts, design details, lighting, 
outlets, equipment. Application to four 
types of home — “thrift,” “budget,” 
“ideal,” and “de luxe.” Details include 
dimensions of typical equipment. Table 
shows relative amount of storage space 
and counter surface in each of the four 
groups of plans. 74 pp., illus. Better 
homes Dept., Westinghouse Electric 
Corp., Pittsburgh 30, Penn.* $1.00. 


LAUNDRIES 


Does Your Home Have a Place for 
Living? Eleven plans for electric “dual- 
purpose” laundries, so arranged as to 
permit their use for varying other family 
activities. Novel ideas include use of the 
breezeway for the laundry, use of the 
laundry as a maid’s or guest room. 24 
рр.» illus. Home Laundry Equipment 
Division, General Electric Co., Bridge- 
port, Conn.* 10 cents. 


LIGHTING 


А Better Kind of Lighting (Bulletin 
101). Nine types of Lustra Reflector 
Lamps for industrial, commercial, store, 
theater and display lighting. Included 
are neck-silvered directs and concen- 
trators, side-silvered tubulars, and vari- 
ous floodlights, spotlights, etc. Con- 
struction details, sizes, recommended 
uses. 4 pp., illus. Lustra Corp. of Amer- 
ica, 40 W. 25th St., New York 10, N.Y. 


Specify Colovolt Cold Cathode- 
Low Voltage Lighting (Catalog 
5-47). Complete.mounting dimensions 
for four types of Colovolt commercial 
and industrial fixtures, and description 
of each. Tables to determine footcandles 
required for a given room. 4 pp., illus. 
General Luminescent Corp. 732 S. 
Federal St., Chicago 5, Ш. 


METALS 

Reynolds Aluminum Alloys and 
Mill Products Data Book. Description 
of aluminum alloys and-aluminum mill 
products made by Reynolds. Range of 
sizes, chemical compositions, yield and 


ultimate strengths, hardnesses, toler- 
ances, etc.; manufacturing methods; 
section of reference tables and related 
specifications. 248 pp., illus. Reynolds 
Metals Co., Inc., Louisville 1, Ж” 
$2.00. 


PARTITIONS 


The New Gold Bond Hollow 
Wall System. Booklet describing a new 
system using two free standing partitions 
to house plumbing, wiring and ducts, to 
deaden transmission of sound, and to 
give a higher fire-rating than the stand- 
ard requirement. Gives comparison of 
sound insulation value with other types 
of walls. Recommended specifications. 
Section of detailed architectural draw- 
ings, readily traceable into plans. 10 pp., 
illus. National Gypsum Co., Buffalo 2, 
М. У 


РІРЕЅ 


Branch Pipe Outlets with Bonney 
WeldOlet Fittings. Catalog giving com- 
plete application information, struc- 
tural data, installation procedure, tem- 
perature-pressure rating charts, specifi- 
cations and list prices of fittings for mak- 
ing full pipe strength branch pipe out- 
lets. Also illustrates and describes drain 
out fittings and complete line of flanges. 
18 pp., illus. Bonney Forge & Tool 
Works, Allentown, Penn. 1 


Pipe in American Life. Booklet 
presenting historical background and 
modern uses of metal pipe, with em- 
phasis on the use of steel pipe. Separate 
chapters deal with the uses of steel pipe 
in homes, large buildings, process 
industries, railroads, shipping, water 
supply systems, etc. 48 рр., illus. 
American Iron and Steel Institute, 350 
Fifth Ave., New York 1, N.Y. 


PLASTICS 


Tenite Injection Molding. All aspects 
of the injection-molding process: choice 
of material, preparation for molding, 
proper design of product, the machines 
used, mold design and construction, 
methods of finishing. Index of molding 
terms. 36 pp., illus. Tennessee Eastman 
Corp., Kingsport, Tenn. 


PLUMBING 


Transitional Data on the Crane 
Plumbing Line. Catalog of plumbing 
fixtures for the home and for industrial, 
commercial, educational buildings, ho- 
tels, etc. Intended primarily to furnish 
dimensional data; improvements in de- 
sign and trim not included. 32 рр., illus. 
Crane Со., 836 5. Michigan Ave., 
Chicago 5, Ill. 


STORE FRONTS 


Kawneer Sales-Building Store- 
Fronts. Portfolio of half-size details 
(Continued on page 130) 
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Cea beauty is practical design in a car. But 
it pays to remember it's what's inside the hood that 


matters. 


It's what's inside that counts with quality building 
products, too. Hidden, inside values the eye seldom 
sees. That's why building-wise people insist on Celotex 
Building and Insulating Products. 


They know the raw materials that go into Celotex 
are the best that nature can grow and money can buy. 


And rigid production controls all along the line 
guarantee uniformly high quality of every product 
bearing the Celotex name. 


Tireless laboratory research perfects materials and 
methods still more... helps to maintain Celotex lead- 
ership year after year. 


These, plus more than a quarter of a century of 
building materials "know how," are the invaluable 
ingredients in every Celotex product. 


They make a big difference in performance...in 
long life and low cost maintenance. А difference that 
has proved its value on hundreds of thousands of 
building jobs of every kind. 

ө 
There aren't enough of these famous Celotex 
products to go around zotw-—but steadily increas- 


ing production is making Celotex materials grad- 
ually available in larger quantities. 


Building Board Celo-Rok Sheathing and Wallboard 
Interior Finish Boards — Celo-Rok Anchor Lath and Plaster 

Celo-Siding 

Rock Wool Insulation 


Cemesto Flexcell 


Triple Sealed Shingles 


CELOTEX 


REG. U.S. РАТ. OFF. 


БАЗ ан суа 


CELOTEX 
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The place to look 
for boiler values is the boiler 


In the FITZGIBBONS 400 SERIES 


here's what you see — 


ALL CONSTRUCTION IN ACCORDANCE WITH THE A.S.M.E. 
CODE — flange steel plate with a minimum thickness of 4” and minimum 
tensile strength of 45,000 lbs. Every boiler tested hydrostatically to 60 
Ibs. pressure for maximum 15 |b. steam operation. Every ‘boiler passed 
by the Hartford Steam Boiler Inspection and Insurance Co. and rated 
in accordance with the Steel Boiler Institute. 


COMBUSTION CHAMBER CORRECT IN FORM AND SIZE to 
promote complete burning with a hot, clean flame and the minimum of 
soot deposit. Providing the conditions under which any good oil burner 
will give its star performance. 


EXCEPTIONALLY POWERFUL WATER CIRCULATION which sweeps 


off steam bubbles and brings ever new water molecules against the hot 
boiler surfaces. This is the true basis of quick steaming. In short — 


ALL THE QUICK-STEAMING, FUEL-SAVING BENEFITS of steel 
MEMBER boiler design, brought to the ultimate degree by our sixty-one years of 
- constant improvement—The 400 Series is all boiler and it's all Fitzgibbons. 


ss Fitzgibbons Boiler Company, Inc. 


General Offices: 101 PARK AVENUE, NEW YORK 17, М. Y. 
Manufactured at: OSWEGO, М. Ү. 
SALES BRANCHES IN PRINCIPAL CITIES 
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© F НА А РА RTME N T PLAN TYPE S (Continued from page 112) 


75-ft. lot. Walk-up building, with efficiency apartments. 
O 6 apartments and l6 rooms per floor. Efficiency apart- 75-ft. lot. Walk-up building. 5 apartments and 18/2 
ments show alternate treatment of same floor area rooms per floor (18 on first floor) 
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75-ft. lot. Walk-up building. 4 apartments and 18 rooms 100-ft. lot. Elevator building, with efficiency apartments. 
per floor. Doors replace windows in dining alcoves on 8 apartments and’ 20 rooms on each floor {19 on first) 
first floor for secondary exits in place of kitchen doors (Continued on page 119), 
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FHA APARTMENT PLAN TYPES (Continued from page 117) 


(Left) 100-ft. lot. Elevator building. 6 
apartments and 25 rooms per floor (24V 
on first floor). Plan is approximately the 
same as last plan on page but with room 
sizes reduced to meet possible need in 
lower rent projects 


` 


(Below) 100-ft. lot. Elevator building. 6 
apartments and 25 rooms per floor (241/2 
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216 emu А ғ d oa ||| 
i = on first floor). Plan is approximately the 
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ІШІН Hore same as last plan on page except for 
room arrangement which gives preferential 


treatment to living rooms at front and rear 
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(Left) 100-ft. lot. Elevator building. 6 
apartments and 25 rooms per floor (245 
on first floorl. Room arrangement gives 
preferential treatment to bedrooms in 
front and rear apartments 
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A portion of the 300-apartment Bolling Square Build. 
project for Naval officers at Norfolk, Va. For ‘Bollin 


Kimberly-Clar 


Н Neenan, Мізсопві 
Why the huilder of ar Er August 3, 1946 
Bolling Square says, Dune olk, Yirginip, А0198 OF our project - 
“We intend to use thick proximately 125,000 97 {езе Units we 


= ж EN р Кі қ the fj ^ 
Kimsul" again nen’ il inslation, адре, 18е ме have used 


from time 


tance you the COOperat; 
to time, have offered us зы жа; 
Simple method by which Double Thick Very t 

KIMSUL, 16" wide blanket, was applied be- y, truly yours, 

tween ceiling joists in the attics of the 23 

Bolling Square buildings. This illustration 

is from Page 6 of the KiMsUL Application bs B 
Data File, a useful insulation manual, free 

on request to architects and builders. 


ВАА 
М БҚХ->->: 


. P Bonner, President 


Every day more planners and builders of important projects won't sag, sift or settle... resists fire, moisture, and fungi 
express preference for many-layer KIMSUL*. Tops in efficiency — ...is termite proof. Let us send you the 11- page Appli- 
(“К” factor 0.27, J. C. Peebles)...extremelylight (average ^ cation Data File giving complete installation details for 
density, including cover, 1.40 Ibs. per cubic foot), KIMSUL ^ KIMSUL іп any construction. Write Kimberly-Clark Corpo- 
is also one of the easiest of all insulations to apply. It's a ration, KIMSUL Division, Neenah, Wisconsin. 

prefabricated blanket, handily packaged and compressed to 
only 1/5th installed length. And it's clean—no irritating dust 
or splinters. KIMSUL provides permanent protection too— 


We are producing all tbe KIMSUL Insulation 
we possibly can, but due to tbe great demand, 
your dealer may have some difficulty in supply- 
ing Jour requirements аз promptly аз usual. *KIMSUL (злаві) means Kimberly-Clark Insulation 
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RESEARCH 


ТЕБЕ а store іп every community which shoppers 
patronize first. Naturally, it's the smartest shop on the avenue. 
Attractive outside as well as within, the distinguished Brasco 
Front sets it apart from competition, identifies it as the leader 
in its field. 


Modern store front design entices the shopper with an 
intimate view of the interior. Low bulkheads and high ceilings, 
with generous expanses of plate glass, create the impression 
of being inside the store before its portals are actually passed. 


Today’s unique fronts are built most effectively with 
complete Brasco Construction. Our comprehensive line of 
unified members fully interprets the architect’s ideas with 
sound, economical construction, easily installed. The result 
is a beautiful, sales-winning store front . . . distinctive as 
a trade-mark. 


BRASCO MANUFACTURING CO. 


HARVEY “ (Chicago Suburb) * ILLINOIS 
Uational Distribution Assares Effective Installation 
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shelves are indirectly lighted by fluores- 
cent lamps to give light for moderate 
visual tasks. To give extra light for 
reading, incandescent table lamps are 
equipped with the new Indirect Bolite 
bulb and circular fluorescent tube. 

In the event that the television screen 
is to be viewed under darkened condi- 
tions, "black light" units concealed un- 
der shelves, tables, and chairs, can be 
turned on to make the fluorescent- 
treated carpet glow colorfully. 


(Continued from page 113) 


STEEL FORMS 

A manufacturer of steel forms for con- 
crete construction now offers Atlas Speed 
Forms for house foundations, walls and 
floors. It is claimed that in housing 
developments a complete house founda- 
tion can be made in a day's time, includ- 
ing stripping, moving, erection, and 
pouring. The forms are made of 14- 
gauge blue steel, 5 to 10 ft. long, averag- 
ing 30 lb. in weight, and are said to 
give over 200 uses without repair, when 
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~~ Look for the U-shaped diagonal web. 
It provides an excellent welding condi- 

T 
P tms tion and a constant chord spread that 
results in outstanding lateral rigidity. 


This exclusive Macomber design is 


made in underslung or square end 
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types with sloping or parallel chords 


STEEL JOISTS 
ROOF PURLINS 
ROOF TRUSSES 
LONGSPANS 
ROOF DECKING 
STEEL SIDING 
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pletely standardized structural 


in lengths up to 70 feet. Here is a com- 


unit, 


specified from load and span tables for 
unobstructed floor or roof support. Get 


our complete design information for 


- your next project. 


М MACOMBER 


WC ANTON ® 
| ы | MEMBER OF THE STEEL JOIST INSTITUTE 


Oo Hil O 


Steel forms speed concrete construction 


given normal handling. Other forms for 
concrete construction include flat slab, 
pan, column, wall, pipe, tunnel, caisson, 
bridge, road, sewer, and steel plate 
work. Irvington Form & Tank Corp., 
43 Cedar St., New York, N. Y. 


| WATER HEATER 


Glass-lined tanks for electric water 
heaters have been designed for instal- 
lation in soft-water areas of the country 
where acid conditions often hamper 
operation of conventional models. Tanks 
are available in 30-gal. or 50-gal. models 
for use with either one or two heating 
units, depending upon requirements. 
These heating units are immersed in the 
water, heating by direct contact. All 
models are thermostatically controlled, 
operate automatically, and are insulated 
with approximately 3 in. of spun glass 
wool. Frigidaire Div., General Motors 
Corp., Dayton 1, Ohio. 


ALUMINUM SIDING 


Recently announced is Compo- Miracle 
Rigid Aluminum Siding, available from 
lumber and building supply dealers in 
4-ft. lengths. This siding is said to lie 
flat against the sheathing and have 
greater rigidity, thereby reducing to a 
minimum denting, warping, and ladder 
marks. Also, it provides four thicknesses 
of metal through the beading for 
strength where most needed. Siding is 
applied from bottom of the wall up- 
wards, each length interlocking with the 
length below. Joints are staggered and 
nailed to assure a tight butt that will not 
gap. Corners butt against wooden corner 
strips and are caulked, making it pos- 
sible to cover a complete wall without 


laying an entire course around the 
building. Starter strips at the base of the 
siding are provided, or base can be caulk- 
ed. Compo-Miracle Products Co., 15221 
West Eleven Mile Rd., Berkley, Mich. 
(Continued on page 124) 
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NOW INCLUDE 
THE 


ELECTRIC ES | 


No matter how efficient your regular 
heating system may be, there are always 
times when extra heat is not only a 
comfort and convenience but an almost 
necessity. 


There are those cold, chilly and damp 
mornings, for instance, when the regu- 
lar heating plant is not in operation. 
Then, there are those cold, blustery 
days, when wind and cold just will seep 
into the room and chill it. Or there are 
those times when it seems hours before 
heat begins to filter into the house from 
the regular heating plant. 


(à Electric Quikheters are ideal for 
situations such as these. Easy to oper- 
ate, requiring only the flip of a conven- 
iently-located switch, they send forth 
billows of warm air that will change 
the temperature of the average room in 
three to five minutes. i 


Install one of these attractive, convene 
ient, fuel-saving, comfort-giving units 
in your home today and thus provide 
against unusual weather variations. 


LJ 
You rtvatlalle Built-in @ Electric Quikheters are available in single units of 1,000 and 1,500 


watts and twin units of 2,000 and 3,000 watts, for immediate delivery. Contact 
your nearest electrical contractor for details or send for Bulletin No. 77. 


MAKERS OF... co 2- SERVICE EQUIPMENT 
BUSDUCT Stan Adam SAFETY SWITCHES 


PANELBOARDS ELECTRIC COMPANY LOAD CENTERS 
SWITCHBOARDS STs) LOUP MERI ELECTRIC QUIKHETER 
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PLASTIC JOINTER 

A new plastic jointer, similar in design 
to the standard jointer of bent iron rod, 
is now available as a hand tool to finish 
cement or mortar joints between brick or 
tile. Its application on cement is said to 
leave none of the discoloration that may 
result from the touch of iron on cement. 
Other advantages claimed are its light 
weight and warmth to the touch. Plaz 
Corporation, Hartford, Conn. 


IMPIENTAT OF 


( Continued from page 122) 


DOOR JAMB 


Installation time is reported to be cut 
from an average of one and a half hours 
to 8 to 10 minutes through use of the 
Wheeler Osgood Tru-Sized Door Jamb. 
Тһеге are only three precision milled 
pieces to handle, which are adjusted one 
at a time. This is said to eliminate mak- 
ing dados, placing and fitting blocks, 
squaring and plumbing with wedges, 
gaining for hinges, and cutting and in- 


es 
ARCHITECTURE 


Se lock trim offers a flexibility 
that ranges from stately, conservative locks to 
modern, contemporary designs. Knobs can be 
placed anywhere on the door. There is a Schlage 
design to effectively complement any scheme of 
decoration or architecture. For information on 
specific lock trim, see your builders’ hardware 
man, or write direct to Schlage Lock Company, 
P. O. Box 3324, San Francisco. 


ЅСНСАСЕ 


LOCK COMPANY 


SAN FRANCE 
ӘКІ Ж TR A TUR S OF 


15600 . 
ІШЕ 


NEW YORK 
ЕТІЕГИРЕТЕЛІ ІШЕ 


Door jamb, precision milled for true size 


stalling stops. Tru-Sized Jambs come 
complete with all necessary hardware and 
full instructions for installing. Each set 
consists of hinge jamb (with starter 
block glued in place), lock-strike and 
head jambs (stops on all three jambs), 
5 rustproof shock-absorber leaf springs, 
recessed head screws, washers, and fric- 
tion clips. Permanent accuracy of fit is 
claimed since any deviation from origi- 
nal clearances can be quickly compen- 
sated for by a few turns of the screw- 
driver. In ease of alterations, the jambs 
can be moved or salvaged. Wheeler 
Osgood Sales Corp., Dept. AR. 1216 St. 


Paul Ave., Tacoma, Wash. 


WINDOW PRODUCTION 


General Bronze Corporation has an- 
nounced that with the completion in 
January of its $2,000,000 factory in 
Hempstead, L. I., current output of half 
a million low-cost aluminum windows 
per year will be doubled, and two new 
types, casement and picture-window, 
will be added to the line. It is claimed 
that the Alwintite Aluminum Window 
will have a long-range cost to the pur- 
chaser nearly 20 per cent under that of 
good quality wood ones and nearly 15 
per cent less than that of steel, taking 
into consideration all installation and 
maintenance costs over а 10 year period. 
General Bronze Corp., 34-19 Tenth St., 
Long Island City 1, N. Y. 


PLASTIC WALL COVERING 
Detron, a plastic-on-fabric wall cover- 
ing, is now available in 13 new colors 
based оп a survey of architects’ prefer- 
ences, The surface is washable, and has 
a textured metallic finish. It is suggested 
for interiors that require dramatic treat- 
ment, such as theaters, restaurants, and 
public. rooms. Supplied in double roll 
units, it is applied like any good wall- 
paper, on plaster, plywood, fiber and 
composition board, or metal. А com- 
panion product is Fabron, used іп hos- 
pitals, schools, and institutions. Frederic 
Blank & Co., Іпс., 230 Park Ave., New 
York 17, N. Y. 
(Continued on page 126) 


‘Tm glad we're baving Todd Burners 


in this development" 


...a wise specification —TODD Burners 


imum fuel consumption. There is an economy- 
nite 3 roved line of Todd Oil or Gas Burners, full 
for minimum fuel consumption Р ; й s 4 y 
automatic, semi-automatic, or manually con- 
O ۲ | trolled, to fit all requirements, regardless of the 
ЕС? type of building or the power set-up. In addition, 
| әй special equipment сап be tailored to meet your 
i exact specifications. 
power 


Before selecting burners for your new or ге- 
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o 4 & ment will cooperate with you in every way in meeting 
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CLIPPER BLOWERS 


COMPLETE THE JOB OF HOME 
AND COMMERCIAL VENTILATION 


KITCHENS, bathrooms, ticket booths, 
X-ray rooms, toilets, and numerous 
others are the forgotten rooms of 
every building. They badly need ven- 
tilation and Clipper Ceiling Blowers 
are specifically designed to do the 
job better. Mounted between ceiling 
joists and vented outside, they trap 
and expel unwanted air. 

Not a blade-type fan, but a quiet 
squirrel cage blower—a complete 
packaged unit. Patented construction 
with the motor entirely removed from 
air stream, means greater efficiency, 
longer life, easier servicing. 

Available in increasing quantities 
through leading dealers from coast 
to coast. 


* Only an inconspicuous 
“dripless” ceiling grille is 
visible, yet motor and 
blower assembly are in- 
stantly removed without 
tools for service. 


TRADE- WIND morons. mc 


5725 S. Main Street • Les Angeles 37, Coliforsia 
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(Continued from page 124) 
PLASTIC PANEL 


A reinforced plastic panel, known as 
Neotron, will soon be on the market. 
Made of resin-impregnated pigmented 
wood pulp, Neotron will be available in 
standard 4 ft. by 8 ft. sheets, Ke in. 
thick, for application to any smooth 
surface by means of a mastic adhesive. 
Panels are said to have strength, without 
brittleness, and, being washable and 
waterproof, are appropriate for bars, 
table tops, walls in bathrooms and 
kitchens, and as a store-front veneer. 
There will be a variety of finishes: high 
glaze, semi-gloss, mat, marbleized, tex- 
tured, wood grain, or solid colors. Mac- 
rolyn, Inc., Houston 4, Тех. 


TILEBOARD 


For a colorful wall surface in bath- 
rooms, kitchens, and stores, Prestile 
comes in panels, 4 ft. by 4 ft., for in- 
stallation over new or old walls. Made 
of masonite pressdwood, these panels 
are plain or scored for decorative effect 
into 4- or 8-in. squares. Prestile Mfg. 
Co., 2860 Lincoln Ave., Chicago, Ill. 


CIRCUIT BREAKER 


Now in production and designed for 
the protection of 4 single phase circuits 
or less, the MO-4 Multibreaker has both 
automatic overcurrent and short circuit 
protection for branch circuits. Its 
thermal and magnetic characteristics 
are said to make for greater speed in 
tripping. It is made to protect circuits of 
10 and 20 amperes, plus 30 amperes to 
conform with new ratings. The Trum- 
bull Electric Mfg. Co., Plainville, Conn. 


STANDARDS 
Elevators 


Now under revision is the American 
Standard Safety Code for elevators, 
dumbwaiters, and escalators, sponsored 
jointly by the A.I.A., National Bureau 
of Standards, and American Society of 
Mechanical Engineers. 'The usual peri- 
odie revisions scheduled for 1943 were 
postponed due to war work. Suggested 
rearrangements, modifications, or pro- 
posals may be addressed to American 
Institute of Architects, 1741 New York 
Ave., N. W., Washington 25, D. C., Att: 


Theodore I. Coe, Technical See’y. 
Cement 
The 1946 edition of "A.S.T.M. 


Standards on Cement” presents in con- 
venient form six standard specifications 
for Portland and other types of cement, 
and methods of chemical analysis and 
physical testing. A copy may be ob- 
tained for $2.00 from A.S.T.M., 1916 
Race St., Philadelphia 3, Pa. 


(Continued on page 128) 


“Another thing 
...it’s practically 
self-cleaning” 


Important feature, that!... Let 
Friend Plant Engineer tell you 
why: 

“The vertical water tube con- 
struction’s the answer. Soot just 
can’t cling to a smooth, vertical 
surface. Ever notice that dust 
settles on the top — not on the 
legs of a table? Most of the heat- 
ing surface in H. B. Smith boilers 
is straight up and down — like 
the table legs. That's why it ac- 
cumulates so little soot. When 
we do want to clean the boiler, 
those large doors give us easy ac- 
cess to all the flues.” 

Best salesman we have! And 
he agrees, too, that H. B. Smith 
boilers last longer... resist rust 
and corrosion... are easily in- 
stalled on new or replacement 
jobs. 

H. B. Smith Cast-Iron Boilers 
are best for commercial, indus- 
trial, institutional, and residential 
use, with all fuels and fuel-burn- 
ing methods. You can specify 
them with confidence, always. 


Write for your free catalog. 


THE H. B. SMITH CO., INC. 
WESTFIELD, MASSACHUSETTS 


Offices and Representa- 
tives in Principal Cities 
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SUN SCREEN 
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^ G 
The most efficient "o 


shading device ever developed 


Comparative tests prove KoolShade gives 
more effective shade than awnings, vene- 
tian blinds or window shades. Up to 90% 
of sun heat rays are blocked and radiated 
outside the window. Vision from inside is 
not cut-off or blurred . . . every elusive 
breeze drifts through. Paper-thin slats, in ! 
effect, form a miniature outside venetian YA х 

blind. Sun-exposed rooms stay as much T 


as 15 degrees cooler. [SE 


NOTE THESE VALUABLE FEATURES 
Ф Permanently set at 17^ angle for greatest shading efficiency. 


ТТЛП 
DITEPHETEECEE ERIT ETE TREE 


Ф Prevents the fading of valuable drapes and furnishings. 

* Easy and inexpensive to install—will not rust, rot or rattle. 
е Fits neatly and smoothly into modern architectural design. 
е Durable bronze KoolShade also effective as insect screen. 


БА Ingersoll 


D .KOGLSHADE SUN SCREEN 


* Trode Mork 


PRODUCT OF 
BORG- 
WARNER 
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Property of INGERSOLL STEEL DIVISION - BORG-WARNER CORPORATION 
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(2/46 тне WINDOW 


BLOCKS sun HEAT RAYS ` 


Air conditioning becomes 
more effective and less costly 


Sun heat rays pouring through unshaded win- 
dows build up room temperatures and put a heavy 
load on air conditioning equipment. The Amer- 
ican Society of Heating and Ventilating Engi- 
neers state in their 1940 guide, ". . . by reflect- 
ing, absorbing and radiating most of the sun's 
heat rays outside the window, KoolShade has 
been shown to account for as much as 75% of 
the cooling necessary.” 


Ап overloaded air-conditioning unit can be- 
come effective by installing KoolShade. On new 
installations an excellent cooling job can be ac- 
complished with lighter, less expensive equipment 
if KoolShade is used on all sun exposed windows 
—electricity and maintenance costs are lowered 
by reducing the load on present equipment. 


Ingersoll Steel Division 
Borg-Warner Corp., Dept M2 
310 South Michigan Ave., Chicago 4, НІ. 


Please send free sample and literature. 


Жайтевв.......».>%.5%--........2..455-. 4... 


Cy. c солы ы Аты.) eios. 


127 


HOSPITAL 
PLANNING 


Again | 
p". \ 


236 pages. . . size 86х11... 
illustrated and indexed... 


— presents the plans 
of 51 selected hos- 
pitals . . . represents 
creative efforts of 30 
architects. Includes 32 
photographs . . . 11 


CHARLES BUTLER site plans . . . 187 

ADDISON ERDMAN floor plans . . . 38 
special unit plans of 
rooms, wards, de- 
partments... nu- 
merous construction 
details. 


stiff cloth binding. Price $15. 


Hospital 


by CHARLES BUTLER, F.A.I.A. 


Planning 


and ADDISON Еврмам, A.LA. 


А Case-Study Analysis of 
Modern Hospitals 


UN *Hospital Planning" first went on sale in June 1946, the rush 
for copies exhausted the initial print order within a matter of weeks. 


А second printing, just off the 
copies available. 


press, now makes a fresh supply of 


But already our backlog of unfilled orders is commanding a large share 
of this new supply. And the demand is growing! 


Enter your order now — by means of the coupon below — and 
you can assure yourself of this valuable new book on modern hospital 


planning. 


For Hospital Administrators ... Superintend- 
ents... Doctors... Architects 


"'Hospital Planning," the first important text- 
book on the subject in a generation, offers a 
complete treatise on hospital architecture . . . 
gives a cross-section of the best in hospitals 
produced in this country within recent years 

..and provides exhaustive study and 
examination of new trends. 

Messrs. Butler and Erdman, working as a 
team of specialists, have directed a nation- 
wide, on-premise survey of hospital planning 
— in theory, in everyday practice and under 
the stress of unprecedented demands and emer- 
gencies. The most significant examples of 


hospital planning have been studied, assem- 
bled, abstracted and dramatized. 

This 236-page volume is for architects and 
hospital groups alike. It will help architects 
and engineers to learn of the great advances 
made in hospital architecture . . . to acquire 
a working knowledge of hospital procedure 
. . . to avoid the many pitfalls which beset the 
hospital planner. It will help hospital ad- 
ministrators to visualize their problems in 
terms of community needs . . . show them how 
others are meeting similar problems. Price $15, 
postage prepaid. 


Use this 
convenient 
coupon 

fo mail your 
order today! 
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BOOK DEPARTMENT ARCHITECTURAL RECORD 2-47 
119 West 40th Street, New York 18, New York 


Enter my advance order for.......... copies of the new, 1946 edition of 
“Hospital Planning" by Charles Butler and Addison Erdman, at the price of $15 
I enclose payment of $ 


For Меш York City Delivery add 30 cents or Sales Tax — $15.30 іп all. 
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THEATER SEAT 


Contoured to fit the human body, 
Bodiform Theatre Chair is manufactured 
with arch-springs, concealed hinges, and 
a frame that is said to be practically 
indestructible. Тһе seat is formed from 
a single steel sheet, with no protruding 
corners or edges, and folds automatically 
to a "24 fold" when the occupant rises. 
Seat and back are designed for quick 
removal when necessary to replace 
covering material. Like all other chairs 
in the line, this model No. 118 is entirely 
made without tacks or bolts and with no 
exposed screws. American Seating Co., 


Grand Rapids, Mich. 
VENTILATOR 


Suitable for use in houses and most 
private offices, also in many conference, 
reception, and rest rooms, Aeropel Home 
Ventilator has a certified capacity of 400 
cfm, tested in accordance with the 
Standard Test Code. Fan, within a grille 
of white plastic, consists of a 3-bladed 
aerocurve propeller (1-ріесе molded 
Bakelite fabric base), driven by an en- 
closed 115 60/50 cycle single phase 
motor. А resilient spring mounting at- 
taches motor to cylindrical air tunnel. 
Wall box is of rustproofed steel with 
insulated weather door. Automatic door 
latching mechanism is furnished with 
each unit. The fan starts automatically 
when door is opened and stops when door 
is closed. American Blower Corp., De- 
troit, Mich. 


AUTOMATIC AWNING 


Ап awning frame, known as Awn-A- 
Matic, is designed to automatically raise 
and fold most types of fabric awnings, 
eliminating the need for ropes. The 
aluminum frame comes in two models 
for any conventional awning, from small 
sizes to those over 8 ft. in width. Auto- 
matic features, operated from within the 
house, are said to be synchronized for 
efficient operation regardless of awning's 
size. Adjustable arms and automatic 
mechanisms compensate for its weight 
as size increases. Also announced is the 
Awn-A-Vent, attached between top of 
awning and house to permit warm air 
to escape through louvers. Awning Ас- 
cessories Div., Orchard Brothers, Inc., 
269 Meadow Rd., Rutherford, N. J. 


COLORED PENCILS 


Thick-lead Multichrome drawing pen- 
cils come in 50 brilliant colors, reported 
to be extremely permanent and mois- 
tureproof. Pencils are packaged in sets 
of 12, 24, 36, and 48 assorted colors; and 
in a box of 36 for a single color. The 
General Pencil Company, 67 Fleet St., 
Jersey City 6, N. J. 
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OILDRAULIC 
ELEVATORS 


The Elevator that’s PUSHED up 


FEBRUARY 1947 


THE PROBLEM 
To provide economical elevator service for a 
three-story manufacturing plant of functional 
design. All movement of raw and finished ma- 
terials in plant to be handled by fork lift 
trucks which are to be carried on elevator in 
process of loading and unloading. Architect’s 
visualization calls for building without eleva- 
tor penthouse to break streamlined contour. 
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Tur fence you specify gives’ maximum 
protection only so long as it maintains cor- 
rect position. That's why Anchor Chain 
Link Fence is designed to stand permanently 
erect and in line. Deep-Driven Anchors do this 
job! They form a three-point, “tree root’ 
anchorage for every post—hold the fence 
firm іп апу soil or weather—yet permit easy 
relocation where necessary. 


What's more, when you specify Anchor 
Fence you get several other features which 
mean extra years of top-notch service. There 
are Square Frame Gates, free from warping and 
rigid 
Terminal Posts, 
and 


sagging—U-Bar Line Posts, rust-free, 
and 
which improve strength, durability 


appearance. 


self-draining—Square 


Send for your free copy of our. book, 
for your A.I.A. 
File 14-K. It's both a catalog and specifica- 


"Anchor Protective Fences, 


tion manual. Shows many types and uses of 
Anchor Chain Link Fence . . . pictures in- 
stallations for many prominent companies 
and institutions contains structural 
diagrams and specification tables. Just ask 
for Book No. 110. Address: ANCHOR POST 
FENCE DIV., Anchor Post Products, Inc., 
6600 Eastern Ave., Baltimore 24, Maryland. 


1 nchor Fence 


Nation-wide Sales and Erecting Servite 


awnings.. 
| units, 
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covering the complete Kawneer K-47 | 


line of glazing moldings, metal trim and 
Description of the various 
features of the line such as 
flexibility and ease of installation. 20 pp. 
illus. The Kawneer Co., Niles, Mich.* 


STUD WELDING 


Now, Savings up to 4095 When 
You Use Nelson Stud Welding, and 
How to Speed Construction, Cut 
Building Costs with Nelson Auto- 
matic Stud Welding. New pamphlets 
on a system of automatic stud welding. 
Description of process, advantages 
claimed, typical construction applica- 
tions. 1 and 2 pp., illus. Nelson Sales 
Corp., Lorain, Ohio.* 


WATER HEATER 


The Modern Automatic Electric 
Water Heater. Pamphlet describing the 


| advantages claimed for the electric water 


Shafter Ave., Oakland 9, Calif. 


heater, explaining its operation and its 
installation. 8 pp., illus. Electric Water 
Heater Section, Natl. Electrical Mfgrs. 
Assn., 155 Е, 44th St., New York 17, 
N.Y. 


LITERATURE REQUESTED 


The following individuals and firms 
request manufacturers’ literature: 

David Searcy Barrow, Architect, 605 
Central Ave., Wilmette, Ill. 

George F. Bidwell, Architect, 4139 

Paul B. Coxe, Architect-Engineer, 
45 Wilkins Rd., Pittsburgh 21, Penn. 

Ashley De Wolf, Hershey Chocolate 
Corp., Hershey, Penn. 

Fleming & Guerard, Architects, Pubs 
etto Bldg., ( Columbia, S. C. 

W. Edwin Glossop, Architect, koon 
1597, Starks Bldg., Louisville 2, Ky. 

Bernard J. Hein, Architect, 316 Hy de 
Bldg., Albert Lea, Minn. 

Benjamin Earle Irby, Architect, P.O. 
Box 3366, Beaumont, Texas. 

Robert T. Irwin, 902 College Court 
#512, oo Ill. 

Edw. D. Slater, Architect, Suite 203 


| O'Gwynn Bldg., 1812 S. Conception St., 


Mobile, Ala. 

Kenneth J. Spry, 
McKinley St., RD #2 
wood, Fla. 

Eaton ХУ. Tarbell & Associates, 
tects, 84 Harlow St., Bangor, Maine. 

John M. Walton and Associates, Ar- 
chitects, P.O. Box 208, Arlington, Va. 

Paul Weinberg, Secretary, Commerce 
Research Group, 909 Steuben Bldg., 
Chicago 1, Ill. 

А. Ziegenhagen; 
62, Poy Sippi. Wis. 


Architect, 2204 
. Box 74, Holly- 


Archi- 


Designer, P.O. Box 


FLOOR 
TREATAENTS 


e 
= 
LESS 
51» 


Hillyard Floor Treatments SAVE all types 
of floors in every type of Institution... 
they are Uniform, Dependable, and Eco- 
nomical, and bring out the natural beauty 
of every type floor. 


Send for our new FREE book *Floor Job 
Specifications" full of helpful hints on 
economical floor maintenance. 


HILLYARD 


COMPANY 


DISTRIBUTORS 


Hillyard Chemical Co, . St, Joseph, Mo. 
370 Turk St, San Francisco, Calif. 
1947 Broadway, New York. М. Y. 
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5 RICH & HANDSOME! 


E" the design and construction of really modern offices 
Formica "Realwood" offers a material that is strikingly 
beautiful, for it has the grain of genuine wood and a deep 
limpid plastic surface that is by far the most attractive that 
was ever put on wood. 

Because it is also a genuine plastic it is spot proof, absorbs 
no moisture, and resists wear and abrasion by its unusual 
hardness. On horizontal surfaces it is cigarette-proof. It is 

stable in color, consequently it never has 

to be refinished, and space does not have 
to be taken out of service for that purpose. 
Veneers of many attractively grained 


= A woods аге incorporated іп “Realwood” 
DE MARK REG. U.S. PAT sheets. 


THE FORMICA INSULATION COMPANY, 4651 SPRING GROVE AVENUE, CINCINNATI 32, OHIO 
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THE PENTON BUILDING, Cleveland, Ohio 


Home of The Penton Publishing Company. Built in 
1922. Webster Heating Modernization Program com- 
pleted in 1940. Heating Contractor, The Smith & 
Oby Company. 


Perhaps you can do in 1947 what 
Penton did in '40. When the 9- 
story Penton Building in Cleveland, 
Ohio, was built in 1922-23 it was 
equipped with a modern Webster 
Vacuum System of Steam Heating 
which operated efficiently for many 
years. j 


In 1939, the Webster Moderator 
System set new standards, obtained 
for the Penton Building through a 
unique Heating Modernization Con- 
tract. Three years later, on. Мау 5, 
1943, E. L. Shaner, President of 
Penton, released Webster from 
its guarantee of performance, re- 
ported savings of $2,515.82 and 
added “We are completely satisfied 
with the manner in which our 
building now is being heated and 
commend Warren Webster & 
Company for the satisfactory way 
in whichit has fulfilled its contract”. 


Your case may be parallei to that 
of Penton in 1939. Why not check 
on the possibility of a Webster 
Heating Modernization program 
for your own building? 

WARREN WEBSTER & CO., Camden, М.), 


Representatives in principal U. S. Cities : : Est. 1888 
In Canada, Darling Brothers, Limited, Montreal 
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THE RECORD REPORTS 


(Continued from page 20) 


under the firm name of Matthiessen and 
Johnson, Architects. Address: Rippo- 
wam Village Rd., Stamford, Conn. A 
branch office will be maintained at 17 E. 
42nd St., New York 17, N. Y. 

William E. Richardson, lighting con- 
sultant, has opened offices as an indus- 
trial lighting engineer at 419 W. 55th 
St., New York City. 

Samuel A. Scoville, Architect, for- 
merly associate of the architectural firm 
of Furno and Harrison, has become asso- 
ciated with Previews Incorporated, The 
National Real Estate Clearing House, 
49 E. 53rd St., New York 22, N. Y. He 
will assist with the technical aspects of 
the business including the company's 
town planning and engineering depart- 
ment. 

Lester C. Tichy, Architect and Indus- 
trial Designer, 369 Lexington Ave., New 
York 17, N. Y., has announced that C. 
Ralph Fletcher and Raoul L. DuBrul 
are now associates in his organization. 

Тһе firm of Wogan, Bernard & de la 
Vergne, Architects (Victor Wogan, Jo- 
seph Bernard, Jules K. de la Vergne and 
Albert Muller), has succeeded the firm 
of Wogan & Bernard. Address: 1703 
Pere Marquette Bldg., New Orleans 12. 


ELECTIONS, 
APPOINTMENTS 


Twelve new members have been 
elected to the National Institute of Arts 
and Letters, including two architects 
elected to the Department of Art. The 
two architects so honored are John 
Walter Cross of New York and Frank 
Lloyd Wright of Phoenix, Ariz., and 
Spring Green, Wis. 

Kalman Klein, Nassau and Queens 
builder, has been elected president of the 
Long Island Home Builders Institute. 

Edgar M. Hastings, of Richmond, 
Va., chief engineer of the Richmond, 
Fredericksburg and Potomac Railroad 
Company, has been elected president of 
the American Society of Civil Engineers. 
Vice presidents elected by the Society 
are Gail A. Hathaway, special assistant 
to the Chief of Engineers, U.S.A., and 
Professor Ralph B. Wiley, head of the 
civil engineering school at Purdue. 

A. Gordon Lorimer, chief of the Bu- 
reau of Architecture, Department of 
Public Works, New York City, has been 
named technical consultant to the Pro- 
ducers’ Council. He will coordinate the 
Council’s research and technical activi- 
ties and also will serve as chairman of 
the organization’s Committee on Build- 
ing Codes. 

Frederick R. Lack, vice president of 
Western Electric Co., has been elected 
president of the American Standards 
Association. 


The 
RESTORATION 


of 
COLONIAL 
WILLIAMSBURG 


«А Reprint 
of the “December, 1935 
Issue of 


ARCHITECTURAL RECORD 


104 pages, bound in cloth 
$2.00 per copy 


% 


The Colonial Williamsburg 
Number of ARCHITEC- 
TURAL RECORD — issue 
of December 1935 — was 
sold out soon after publi- 
cation but the entire edi- 
torial contents have been 
reprinted and bound in 
permanent book form with 
blue cloth covers. 


Many thousands of these 


Williamsburg reprints 
have been sold but the de- 


. mand continues unabated. 
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119 W. 40th Street, New York, N. Y. 


Enclosed is $ 

copies of your reprint, The Restoration of 
Colonial Williamsburg, bound in cloth, at 
$2.00 per copy. 


Address 


City and Stale. «eoo e eren А.К.2-47 
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Time was when an architect would put his tongue in his cheek if 
he detailed a window seat like this one. For it was bound to be a drafty 
proposition at best. 

But with Andersen WINDOWALLS, the windows that function 
as a wall—weathertight and secure against infiltration of cold air— 
the window seat becomes a cozy, inviting spot in the home. 
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This WINDOWALL, іп a New York home, is made by a mullion 
installation of Andersen Complete Wood Horizontal Gliding Window 
Units. The WINDOWALL is completely weatherstripped, equipped 
with double glazing panels, and screen. 

For complete details, consult Sweet's Catalog, or write directly to 
Andersen. 


Andersen Corporation * BAYPORT » MINNESOTA 


COMPLETE WOOD WINDOW UNITS + CASEMENT ° HORIZONTAL GLIDING • DOUBLE HUNG AND BASEMENT 


134 


TR П n E FURNISHED A 
STEAM TRAP TO 


HELP THE MAKERS OF AUTOMOBILES 


In many automotive production processes, for 
example, in the ovens where enamel is baked on 
automobile bodies, high heats must be held within 
extremely close limits to assure uniform results. 
These high heats are often obtained with high 
pressure steam. However, ordinary steam traps dis- 
charge air and condensate intermittently —making 
it difficult to hold unvarying temperatures. 


To solve this problem, the Ford Motor Company 
called on Trane for a trap that would maintain 
high temperatures without fluctuation. Trane Class 
200 Industrial Traps were furnished. These traps 
permit a continuous discharge of condensate and 
vent air out of the heating coils, thus making it pos- 
sible to hold the constant high temperatures needed. 


bellows. 
Specialties. 


The House 


LA ee d 
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TRANE COMPANY OF CANADA, 


ж 
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` A ТВАР SOLVED 
PROBLEM IN рд 
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Above: Twelve Class 200 Industrial Float Traps, connected to high pressure steam acing 
coils in paint drying ovens in the Ford Rouge Plant. 
Class 200 Industrial Steam Trap, which Trane furnishes the Ford Motor Company. 


The Class 200 Industrial Trap was so satisfactory 
that the Ford Motor Company promptly put it to 
work in several entirely new applications—among 
them, in a large paper drying machine and in 
large blast coils in several Ford plants. This trap 
is another example of the ingenuity of the men 
who design and build the complete line of Trane 
matched products—products that are designed and 
built together for use together. See other Trane 
products in the panel at the right. 

More than 200 Trane Field Engineers in prin- 
cipal cities all over the country co-operate with 
architects, engineers, and contractors in the appli- 
cation of Trane products and systems—the utili- 
zation of Trane Weather Magic. 


EATING SPECIAL 
ТІМЕ SATISFACT IS 


Like all other Trane products, Тгапе Steam Heating Specialties 
are matched with other Trane equipment, so that a complete, 
perfectly co-ordinated Trane system can be selected. 

Typical of Trane Heating Specialties is the Trane Lifetime 
Hermetic Valve—a valve so good that it is guaranteed for life 
against steam leakage at the stem. Equally famous is the Trane 
Thermostatic Trap, featuring the long-lived Trane seamless 
Write for Bulletin J-260, describing Trane Heating 


Most of the 156 types and sizes of Trane Steam Heating Special- 
ties are now immediately available from stock. 


» TRANE Sens 


of Weather Magic 


° WISCONSIN 
LTD., TORONTO 


MANUFACTURING ENGINEERS OF HEATING AND AIR CONDITIONING EQUIPMENT 
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Left: Cutaway view of the Trane 
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A GUIDE to FINER STUCCO 


The first requirement for a finer stucco is a cement 
that can be used white or tinted, can be given a 
wide variety of surface treatments to harmonize 
with other building materials or the natural sur- 
roundings, and meets all design problems. In 
addition, it must have all the strength and other 
qualities of ordinary gray cement. 


The original white cement—Medusa White—fulfils 
all these requirements. Its pure, non-staining white 
color lends versatility to the architects’ expression. 
Almost unlimited color and texture variations can 
be obtained with its use. Medusa White Portland 
Cement meets the A.S. T. M. requirements for 
a white cement. 


Medusa Stucco, when made with Medusa Water- 
proofed White Portland Cement, offers high resis- 
tance to moisture penetration and has unusual 
non-staining properties. Water-borne dirt is washed 
off instead of being absorbed. This means stucco 
has longer lasting beauty—is free of stains and 
discolorations. 


SPECIFY MEDUSA WHITE 
FOR TERRAZZO 


For specifications and information on Medusa 
White Stucco, write for “А Guide To Finer Stucco”. 


“FIFTY-FIVE YEARS OF CONCRETE PROGRESS” 


MEDUSA PORTLAND CEMENT CO. 


100 MIDLAND BUILDING . DEPARTMENT "A" 
CLEVELAND 15, OHIO 
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For new construction or remodeling, 
you'll find it quick and easy to use Weld- 


wood Plywood with stock sashwork. 


Here are four methods selected from those 
illustrated in the Weldwood Installation 
Booklet. You'll find a host of other help- 
ful and valuable suggestions for the many 
interesting structural details possible with 


this versatile material. 


This profusely illustrated booklet is yours 
for the asking. Write for your free copy 


today. 


Waterproof Weldwood for exterior use is bonded 
with phenol formaldehyde synthetic resin. Other 


( Re types of water-resistant Weldwood for interior ap- 
CWeldwood | plications are manufactured with extended urea 

4 Weldwood | هی‎ resins and other approved bonding agents. 
Plastics and Wood 


Welded for Good 


WELDWOOD Plywood 


Weldwood Plywood and Mengel Flush Doors are products of 


UNITED STATES PLYWOOD CORPORATION THE MENGEL COMPANY, INCORPORATED 

New York 18, N. Y. Louisville 1, Ky. 
Distributing units in Baltimore, Boston, Brooklyn, Chicago, Cincinnati, Cleveland, 
Detroit, High Point, Los Angeies, Newark, New York, Oakland, Philadelphia, 
Pittsburgh, Rochester, San Francisco, Seattle. Also U. S.- Mengel Plywoods, Inc. 
distributing units in Atlanta, Dallas, Jacksonville, Louisville, New Orleans, 
Houston, St. Louis. In Canada: United States Plywood of Canada, Limited, Toronto. 
Send inquiries to nearest point. 
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This detail shows a simple but 
effective method of adapting 
Weldwood Plywood to an inside 
door jamb during new construc- 
tion. Weldwood is brought flush, 
and covered with stock molding. 


Double-hung window in stand- 
ard plaster wall construction, 
with back band casing. Banding 
must be thick enough to install 
small molding around opening, 
to cover fitting imperfections. 


Dri-bilt construction, with 
Weldwood adapted to stock win- 
dow frame. Note the unique 
plywood valance, concealing all 
fixtures. Easily made from Weld- 
wood during construction. 


You can use Weldwood equally 
well without any type of casing, 
as this detail of an interior door 
opening shows. This method is 
equally satisfactory for new con- 
struction or remodeling. 
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For. clients who want more than heat. rom a furnace, ағ hitec and 
builders choose MOR-SUN. .. 


The winter air-conditioning furnace that's- at home in the most 
resplendent rumpus room or cellar bar. . 


The factory-assembled packaged furnace whose installation. is neg- 
ligible and whose long life service is guaranteed... 


The pressed steel- furnace that heats, conditions, circulates, filters, 
humidifies and continuously renews the air... _ 


The furnace; in short, for the home owner who wants more than heat! 


MORRISON STEEL PRODUCTS, Inc. BUFFALO 7, N. Y. 
Morrison's nationwide dealer organization is at your Service. Write us A. the address of our representative nearest yon. 


“The Sun Never Sets with MOR-SUN!” 
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The diagonal mesh of chain link fence is a familiar pattern 
of protection. Easily and inexpensively installed, a chain 
link fence permits full use of property, prevents unauthor- 
ized entry and provides protection against arson, theft 
and other trespassing hazards. 


Maximum protection is secured through the use of the 
five or six-strand barbed wire top finish. Three-strand 
barbed wire, barbed and knuckled selvages, are also avail- 
able, depending upon the degree of protection required. 


Only the best selected materials are used in making 
Wickwire, Colorado and Calwico Brands of Chain Link 


Fence fabric, which is further protected by hot galvanizing 


after weaving. Fittings are of malleable iron and pressed 


steel, heavily galvanized, or aluminum. 


FREE ESTIMATES— We will be happy to measure your prop- 
erty, work out details to secure proper protection, and submit 
estimates for fence material ready for. erection or covering 
complete installation by our trained crews. For free catalog 


and further particulars, write to our nearest branch office. 


CHAIN LINK FENCE 


WICK WIRE . COLORADO . CALWICO 
DIVISIONS OF THE COLORADO FUEL AND IRON CORPORATION 


Wickwire Spencer Steel The Colorado Fuel and Iron Corporation The California Wire Cloth Corporation 


361 Delaware Ave., Buffalo 2, М. Y. Continental Oil Bldg., Denver 1, Colo. 1001 22nd Ave., Oakland 6, Cal. 
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When the waste lines of a building become clogged because of inadequate 
| or faulty drainage, its life is choked off. Water supply must be stopped... 
| tenants are inconvenienced... damage occurs... and ап expensive repair 
| operation is often required to restore the building to normal. To prevent this 
| from happening, specify Josam Non-Clog Triple Drainage Drains. Their exclu- 
| sive features shown below provide for uninterrupted drainage... a safe- 
| guard against clogged drain lines. Why take chances when the drains cost so 
| | little compared with the investment in a building? Specify the best—Josam! 


,..ONLY NON-CLOG 
TRIPLE DRAINAGE DRAINS 
ROVIDE THIS Exclusive Protection 


2 DOUBLE DRAINAGE 
S-^TRIPEE DRATNAGE 


NORMAL 
DRAINAGE 


Exclusive three-way performance no!-aniymssures continuous, 
Uninterrupted floor drainage іп ере Gf mecum ulated.sdebris, but 
also positive protection against leakage. Sediment container 
intercepts debris, allowing clear water to flow into drain line 
(normal drainage). If water seeps into floor around drain, it is 
returned directly into drain line ... does по! spread into floor or 
walls (double drainage). Even if sediment container becomes 


JOSAM MANUFACTURING COMPANY 


Executive Offices, 302 Ferguson Building, Cleveland 14, О. Plant, Michigan City, Ind. 


OF AMERICA 


Representative in all Principal Cities 


JOSAM-PACIFIC CO., 765 Folsom Street, San Francisco, California 
West Coast Distributors 
Өз. ... EMPIRE BRASS COMPANY, LTD., London, Ontario 
Canadian Distributors 


See our Catolog іп Sweets’. Member of the Producer's Council 
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filled with debris, сігсіпо Жос! Іктешеһ hole RUIT 
rim, signalling 8689. f сікетсе (кіре drainage) Another 
exclusive feature is that the strainer fits into the sediment bucket. 
After being cleaned, sediment bucket must be replaced, otherwise 
strainer will not fit into place...a positive safeguard against 
carelessness in cleaning! For complete information on the many 
types of Non-Clog Drains send coupon below. 


FURTHER INFORMATION FREE 
JOSAM MFG. CO., 302 Ferguson Building, Cleveland 14, Ohio 


Send me complete illustrative details on Non-Clog Triple Drainage Drains, 


Name_ = 


Firm_ = — 


Address 
City 


State 
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Washrooms are one of the four most important factors in good working conditions—according to a survey in 400 plants. 


éé m 
Lheres no excuse for run-down washrooms! 


“Tf you do a decent day’s work you deserve a decent 
place to clean up in—like this one for example.” 


JOE: “I have a lot of respect for the management here. 


140 


They see to il that these washrooms are kept right!" 


HEN men and women workers from coast to coast 
We asked what they considered the most im- 
portant factors in good working conditions they an- 
swered: good washrooms, adequate lighting, safety de- 
vices and proper ventilation. 

This research study shows that well-kept washrooms 
equipped with plenty of hot water, soap and good qual- 
ity individual paper towels definitely contribute to a 
pleasant relationship between employees and manage- 
ment. Good washrooms also help reduce the number of 
absences due to illness by helping check the spread of 
colds and germs. 


Haven't you yourself been irritated by a poorly 
planned, badly equipped washroom? Washrooms 
should be “Health Zones," not "Germ Exchanges” — 
"morale-boosters," not ‘‘temper-testers.” 


Good Washrooms begin at the Drawing 
Board—Good washrooms are a result of 
careful thinking and planning in the blue- 
print stage. For practical suggestions on 
modern washroom layout, turn to our 
four pages in Sweet’s catalog—or call on 
the Scott Washroom Advisory Service, 
Scott Paper Company, Chester, Pa. 


SCOTTISSUE TOWELS 
STAY TOUGH WHEN WET 


Thirsty Fibre 3 


atc v sorar 


Trade Marks ''ScotTissue,'' **Washroom Advisory Service'' Reg. U. S. Pat. Off. 
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I'm strong for m. F yee y | I'm strong for 


radiant heat! ке ass convection heat! 


Modine gives you BOTH of these 
great heating principles blended into one! 
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RADIANT HEATING 


Mild, radiant heat in just enough quantity to 
offset heat loss from window areas — that's 
what those arrows represent, coming from 
the Modine Convector Panel below the win- 
dow. То this we add... 


CONVECTION HEATING 


Warmed air circulated by Convection Heating. 
Hot water or steam passes through copper 
heating unit which draws cooler, floor-line 
air into bottom of convector where it’s warmed, 
rises and then passes out through grille. 


Result: Dependable new heating comfort for moderate cost homes and apartments ... distinctive room charm 
and cleanliness without unsightly radiators! Yes, Modine Convector Radiation provides a modern, blended heating 
system for modern living — a heating system that makes possible individual room control — that responds almost 
instantly to sensitive automatic controls—that gives you gentle air circulation without the use of moving parts that 
wear out. If you're planning to build a new home or apartment, think of Modine Convector Radiation ... look 
for Modine's representative in the “Where-to-Buy-it” section of your phone book . . . write for complete informa- 
tion and free descriptive literature! MODINE MANUFACTURING CO., 1773 Racine Street, Racine, Wisconsin. 


PRICED 

FOR TODAY'S 
HOMES AND 
APARTMENTS 


MODERN 
BEAUTY 


CLOSE TEMP- EASY TO 
ERATURE CONTROL INSTALL 


7/7”? е 
CONVECTOR RADIATION | 


The Modern "proved by use" heating method 


ADDS TO 
LIVING SPACE 
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OVER A MILLION SAFE ВЕР0517/5221/; BILLIONS IN 
NEW FAMILIES BOX SHORTAGE CONSUMER CREDIT 
IN THE U.S.A. STILL SERIOUS, PREDICTED 


Predicted by U. S. Census| Estimate 2,500,000 More| Pittsburgh Banker Makes 
б Officials Needed In 1947 Forecast 


VAULT PROTECTION? 
Banks on Threshold of Epochal Оррог- 
| tunity Yet Lacking іп Modern Fire- 


and-Burglary Resistive Equipment 


| Here^s How 
-HERRING-HALL-MARVIN | 
| ENG NEERS may assist Bank- 
and Architects to meet. this | 
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For quick, low-cost installation, freedom from stain, and re- 
duced maintenance, include Alcoa Aluminum Window Sills 
and Thresholds in the buildings you are designing for future 
construction. 
Years of trouble-free service in hundreds of commercial and 


ABC ves FEN CRUS Cn 
industrial buildings in every part of the country have proved 


y MORE people want 
their value. м 

The Alcoa booklet illustrated (А.1.А. File No. 14-B) will give you- MORE aluminum for 
detailed information. For additional copies write to ALUMINUM MORE uses than ever 


Company оғ America, 1867 Gulf Building, Pittsburgh 19, Pa. 
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Gelatin Products Co., manufacturers of medicine capsules, 
installed two — then two more — Heavy Duty Enterprise 
Burners. 


| PROCESS STEAM 


2 PROVIDE HEAT 


3 ЛІК CONDITION 


Installed by Enterprise Heat & Power Co. of Detroit, these 
four combination oil and gas burners operate 24 hours a 
day, every day of the month, giving outstanding perform- 
ance in their three-way duty. 


Here are the requirements: Produce 20,000 pounds of 
steam per hour, 24 hours a day every day of the month; 
provide adequate, controlled heating and air conditioning 
for 155,000 square feet of office and plant floor space. To 

meet these demands, Gelatin Products Co. has four Heavy- 
ENTERPRISE Duty Enterprise combination oil and gas burners on the 
il B | job, and has this to say for their years of dependable service: 


"Our Enterprise combination burners are highly efficient, 


COMBUSTION EQUIPMENT DIVISION OF reliable and economical. Should our requirements ever call 
ENTERPRISE ENGINE & FOUNDRY CO. for additional oil burners, they would be Enterprise." 

SAN FRANCISCO 10, CALIF. , Enterprise Burners are furnished in Manual, Semi-Auto- 

. matic and Fully-Automatic Models in combination with 

modulating fire control or special combinations to meet 

DISTRIBUTORS IN PRINCIPAL CITIES your specific requirements. Write today for your copy of 


tbe new illustrated Enterprise Oil Burner Catalog No. 47. 


NES * PROCESS 4 


әуе? ' OIL BURNERS . HEAVY M^ 
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Enduring 


Centuries old 
Stirling Castle, Scotland 


d А das i Ferro-Th ind 
- — Ferro-lherm 
: STEEL INSULATION 
steel insulation 


> 9 
ie 


Ferro Ah erm 


Reg. U. 5. Pat. Off. 


STEEL INSULATION 


Fully Protected by U. S. and Foreign Patents issued and pending 


AMERICAN FLANGE & MANUFACTURING 00., INC., 30 ROCKEFELLER PLAZA, NEW YORK 20, N.Y. 


AMERICAN FLANGE & MANUFACTURING Co., INC. 
Ferro-Therm Division, 
30 Rockefeller Plaza, New York 20, N.Y. 


Please send me, without obligation, complete information on Ferro-Therm Steel Insulation. 
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Holoflux Close-Ceiling Unit 


Here is a superb new Holoflux unit that is beyond all comparison for lighting effectiveness and 
architectural beauty . . . Its new curved-type Controlens directs the light downward in an inten- 
sive pattern producing maximum illumination with a minimum of glare . . . Its upper refracting 
sections spread light across the ceiling to furnish a luminuous background for the lighting 
system . . . Gracefully proportioned (only 83/;” deep) these Holoflux units may be mounted 
close-to-ceiling or suspended on stems. In either case they may be ganged for continuous 

lighting . . . Fully enclosed, they are protected against collection of dust, assuring 

marked economies in maintenance. Write for attractive Folder R today; no obligation. 


T 
<> 


Trodo[ Mork 


 MOLOPHANE COMPANY, Inc. 


342 MADISON AVENUE, NEW YORK 17 


Holophane Co., Ltd., 385 Yonge St., Toronto, Can. 
Lighting Authorities Since 1898 
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HAS YOUR BUILDING THIS RAINCOAT? 


One bad storm will result in costly damage to your un- 
protected building and contents. To protect your building 
and beautify it is now a simple process with Waterfoil. 
Unlike any other protective coating, Waterfoil is made of 
irreversible inorganic gels which bond both chemically 
and physically to masonry surfaces. By helping to impede 
water penetration into concrete, brick or stucco walls, 


"THÉ UNIQUE TREATMENT FOR EXTERIOR MASONRY ‘SURFACES 


ҒА, 
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Waterfoil also prevents reinforcing bar rust, spalling or 
disintegration. Don't wait for the gale. Write for the litera- 


ture today — it's important to all building operations. 


Horn Products and Methods Protect Millions of Square Feet of Surface 
Throughout the Nation 


GUD 


A. С. HORN COMPANY, Inc. 


Established 1897 
Manufacturers of Materials for Building Maintenance and Construction 
43-36 Tenth Street, Long Island City 1, N. Y. 
San Francisco Calif. 
Toronto, Canada 


Houston, Texas 
FIR Ғы SUBSIDIARY 
Chicago, Illinois 


CHEMICAL 


CORPORATION 
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What's the 
ideal pipe for 


RADIANT 
HEATING ? 


ANAN AAA NN AANAN 


HE first answer to this question, 
“What’s the ideal pipe for Radi- 


ant Heating?”, is obviously “steel 
pipe”. Steel pipe has been predomi- 
nant for heating systems carrying 
hot water or steam for nearly half a 
century as every heating engineer 
knows, and often outlasts the useful 
life of the building itself. A radiant 
heating system is the same as any 
conventional hot water or steam 
heating system, except in the method 
of installation which is particularly 
favorable to steel pipe. Like steel 
reinforcing bars, steel pipe expands 
at the same rate as concrete and 


"è 


plaster. Steel pipe is easy to weld, is 
easy to bend, and with the maximum 
of advantages, costs less to buy. 

In turn, the same advantages that 
have made NATIONAL the leader in 
steel pipe for many years, make it 
the ideal steel pipe for this service. 
You get the plus value of the Scale 
Free and Spellerizing Processes, 
special NATIONAL Pipe features. 
This means the interior surface of 
NATIONAL is smooth, free from mill 
scale, with minimum frictional re- 
sistance. It means, also, that even 
though corrosion is ап inconsequen- 
tial factor in radiant heating as it is 


NNNNN 


in the regular hot water and steam 
systems, these processes, neverthe- 
less, give the pipe added corrosion 
resistance. Further, the extra rolling 
which it receives in the Scale Free 
Process increases the weld strength 
approximately 20 per cent which 
helps give NATIONAL its well known 
bending properties. 

For economy, easy installation, 
and reliability in service, no other 
pipe possesses all the advantages of 
U-S-S NATIONAL Pipe for radiant 
heating service. For detailed informa- 
tion, write for our Bulletin, *Radiant 
Heating with NarioNAL Pipe”. 


NATIONAL TUBE COMPANY 


PITTSBURGH; (EA; 


Columbia Steel Company, San Francisco, Pacific Coast Distributors 
United States Steel Export Company, New York 


UNITED STATES STEEL 
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Marlite has unlimited wall design 


possibilities. That’s why leading architects specify versatile 

Marlite for modern store interiors. Clients are Marlite boosters, too, because 
colorful Marlite invites sales . . . individualizes the whole store 

. .. increases profits. Include Marlite in your plans for store interiors, 
wash rooms, offices—wherever colorful interiors are wanted 

. . choice of patterns and colors . . . equally adapted to new con- 
struction or modernization. You'll find complete specifications in 
SWEETS FILE, Architectural, or write directly to the factory. 

Фф | Marsh Wall Products, Іпс., 25 Main Street, Dover, Ohio. 


"sod Specify 


Malte 


PLASTIC-FINISHED 
WALL PANELS 


C ae: C ы ; ; 5 
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This entrance in Martha Maid Manufacturing Company's transmits light from room to room—creates an atmosphere 
showrooms is highlighted by a gracefully curved floor-to- of spaciousness—for this Chicago manufacturer of women's 
ceiling panel of Insulux Glass Block. The Insulux panel lingerie. Architects are Loewenberg & Loewenberg, Chicago. 


OWENS - ILLINOIS 


IINISIU IUD Dire approach 


to lighting for sales 
GLASS BLOCK 


N SHOWROOMS, stores and shops, Insulux Glass Block has 
proved its merit time and time again. 


Exterior panels and interior partitions of Insulux are a direct 
architectural approach to improved lighting—with the mainte- 
nance of privacy. This versatile material diffuses light and per- 
mits the "borrowing" of light for rooms lacking an outside 
exposure. 


The fresh spotless appearance is appealing, sales-making—and 
Insulux is readily adaptable to a wide variety of design pos- 
sibilities of definite functional value. 


Check the “Glass” section of Sweet's Architectural Catalog 
for technical data, specifications and installation details. Or 


YG AG tured in th 51265, : ER s 
Insulux Glass Block is manufac ured in three write Dept. D-2 Онеа ШИ Claus Company, лы Proa- 
many attractive and functional patterns. It is designed to "s à 
do many things other materials cannot do. Investigate! ucts Division, Toledo 1, Ohio. 
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Visit Our Exhibit 
A.A. of S.A. Convention 


Atlantic City, March 1-6 
Booths D-27 and 29 


“PLL TAKE IT," SAID HE. This schoolman knew what he wanted. He'd 
heard about the new schoolroom ensemble — The Nesbitt Package — how it com- 
bined health, comfort and utility by integrating steel Classroom Shelving and 
Cabinets with the Nesbitt Syncretizer Unit Ventilator. But he wanted to be sure. 
"Show те!” he demanded. We did. He listened to the story of Syncretized Air: its 
benefits to the health and comfort of the schoolchild through (1) maintaining uniform 
temperature at all times; (2) eliminating dangerous drafts; (3) supplying fresh, 
clean, odorless air to any size classroom. He pondered the three economies of 
The Nesbitt Package: the time economy of quick installation; the space economy of 
utilizing the area beneath windows; and the cost economy of sizable fuel savings. 
“TIl take it," said һе... апа another school was added to Nesbitt's long list. . . . 
How about you, sir? Shall we wrap it up? Write for Publication 249. 


ol) ie PACKAGE 


THE NESBITT PACKAGE IS MADE BY JOHN J. NESBITT, INC., PHILADELPHIA 36, PA., AND SOLD BY NESBITTS AND AMERICAN BLOWER CORPORATION 
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It shouldn't happen to а 
Home Owner! 


€ Dependability and low cost make Bituminous Coal the lead- 
ing home-heating fuel, as every architect and builder well knows. 

And as stoker developments and improved local services make 
coal an "automatic" fuel as well, the advantages of coal heat 
will be even more pronounced. 

So even when a client of yours insists on some other fuel for 
his new home, make sure his house plans don't tie him to that 
choice forever. 

This means, make sure his plans provide: (1) A chimney with 
sufficient flue capacity to burn coal efficiently; (2) Sufficient 
space adjacent to the heating unit for eventual coal storage and 
stoker installation. 

The cost of such sensible precautions is slight. And they may 
add greatly to the future value of the home. 

Coal supplies uniform, steady warmth throughout every por- 
tion of each room. For there’s always a fire in the furnace—no 
“pop on and pop off” periods that permit accumulated heat to 
rise to the ceilings and leave floor areas dangerously cold. That, 
plus its low cost, is why more than 4 out of every 7 homes in the 
United States now heat with coal! 


BETTER AND BETTER THINGS ARE COMING FROM COAL! 


As you undoubtedly know, the mod- 
ern research facilities of the Bitumi- 
nous Coal industry are hard at work 
not only to make coal a still better 
fuel, but also to devise new, low-cost 
automatic equipment that will make 
coal-heating even cleaner, more com- 
fortable, more convenient and more 
economical. This makes it all the more 
important that every new home built 
today be planned to permit the even- 
tual burning of coal — no matter what 
fuel may initially be selected. 


BITUMINOUS à; COAL 


BITUMINOUS COAL INSTITUTE 
Washington, D. C. 


Affiliate of NATIONAL COAL ASSOCIATION 
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why you should specify 


WIRE AND CABLE INSULATION MADE FROM 


for manufacturing, domestic, industrial, and utilities wiring 


sl нын нын ғын нын нын нын нын нын ғын шн нын нына нн нын ee ғын å 


Excellent electrical properties 
Thin coating of insulation 
More conductors in a given space 


Resistance to ozone, wear, sunlight, 
water, chemicals, and most other 
normally destructive factors 


14 colors including NEMA standards 
Ease of handling 


Easy stripping 
Be sure to specify wire or cable insulated with 
Light weight GEON in order to get all these advantages. Or, 
for information regarding special applications 
— —— —— E please write Department N-2, В. Е. Goodrich 
Chemical Company, Rose Building, Cleveland 


15, Ohio. In Canada: Kitchener, Ontario. 


e & ۷ JN OF 
B. F. Goodrich Chemical Company ... 2%. 


GEON polyvinyl materials * HYCAR American rubber * KRISTON thermosetting resins * GOOD-RITE brand chemicals 
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America, above all lands, is blessed 
with Nature's lavish gifts. 


And since it was given to man to 
have "dominion over all the earth," 
it is fortunate for mankind that 
Americans are custodians of so 
great a store of the world's natural 
resources ... modern-day giants in 
the earth. For Americans are nota 
race but a melt of peoples, combin- 
ing the wisdom, strength, ingenuity 
and idealism of many. A people 
whose blended characteristics act 
to stimulate the development of 
natural resources for the uses of 
all humanity. 


So it is that America has become 
the cornucopia of the world! 
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STEEL PIPE MAKES 


2... better living 


For generations the harnessing of 
Nature's giants was accomplished 
only by laborious effort. But as 
American inventiveness expressed 
itself in better ways to "subdue the 
earth" the utilization of natural re- 
sources was complete. 


No single development has con- 
tributed more than the plentiful 
production of durable, reliable stee/ 
pipe. Pipe to make the great re- 
source of pure water the available 
servant of the people, pipe to dis- 
tribute natural gas, to carry com- 
pressed air to quarry hammers, to 
expel mine water, for use in ex- 
tracting valuable minerals... pipe 
for a thousand-and-one jobs that 
multiply and accelerate the utili- 


through pip 


26% Were ANTS th Ж aw... 


zation of our natural resources. 


Just as in other phases of modern 
American life, the development of 
natural resources has paralleled the 
development of steel pipe so that 
it becomes a truism to say steel pipe 
makes it possible! 


The interesting story of "Pipe іп 
American Life" will be sent upon 
request. 


Committee ou 
Steel Pipe Research 
OF 
AMERICAN IRON AND 
STEEL INSTITUTE 


350 FIFTH AVENUE, NEW YORK 1, N.Y. 


IT POSSIBLE! 


es of steel for plumbing and heating purposes. 
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e OUR THANKS TO EMERY ROTH & SONS 
for this letter about the Gold Bond 2" Solid 
Partition System. Architects everywhere are 


м” discovering that this system increases the 
Р A 9 actual rentable space of a building by 7%! The 
а x 1 special adjustable metal base allows for simple, 
2 4i 1M] speedy construction. The resulting walls — 
m m 4m E У made entirely of guaranteed Gold Bond Prod- 
* г т Е. f ucts —are fireproof, durable and effectively 
E т | 1 w - " cut down room-to-room noise. Write us for 
Gef я! a 108 a Т : complete descriptive details (specify Form 
PT L p. w т і r ) e 1080). Or refer to our section of Sweet's. 
"ant" PTT £5 
9 T2. 119 s, 
= и: ца” 
imm BE. 11 
h.l m? n Ы си n. scu Tees бокове 28, 1946 
мал! : ж i= € ауа, selon 
I 1 5 д tal, 
m m? = ie Ç d e Gypsum Co. 
MIR ) Buffalo, N 
8H. . : мг. Ryan: a gold Partition 
T. m we used the Gold ا ا‎ an eighteen" 
"m In 1941 Metal Bae treet and 
" PS. 277 % ten with your flush ЖР ә building at 90th 5 
| NC Т ы Sys аре 
і e E L| m niam nt-house 


4 
n 


Central Park West. 


that 
бо much 80 
satisfactory: . Partition System 
The results а АРА Bond 2" Solid Enclosed 18 
cifying 


again Spe t 57th 
o additional apartments po erected at 200 = 

for есте ої опе of them 

& pers 

Street. 


nation. 


із 
4 
aya 


duo oe 


You'll build or 
remodel better with 


Gold Bond 


NATIONAL GYPSUM COMPANY 
BUFFALO 2, N. Y. 


albi 2g imd mb md Wa ЛІС 
EEFT eer 


Over 150 Gold Bond Building Products including gypsum 
lath, plaster, lime, gypsum sheathing, rock wool insulation, 
wallboards, metal lath products and partition systems, wall 
baint and acoustical materials, 
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"Rarely does a product so functional as yours 


lend itself to such a wide range of architectural treat- 


ment in designing school buildings.” 


Lester C. Haeckel, 
Designer for 
Wm. B. Itiner, Inc. 


For your copy of the Mesker Book of School Windows 
write to Mesker Brothers, 4338 Geraldine, St. Louis 15, Mo. 
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LIKE CLIPPING COUPONS 


THESE EXTRA YEARS OF TROUBLE FREE SERVICE” 


PIPING 


т SERVICE 


m 
Po 


WHEN YOU SPECIFY 


STREAMLINE 


COPPER PIPE AND FITTINGS 


The piping system is one of most vitally important factors in the home or building 
as it is the actual nerve center upon which the livability of the dwelling depends. 


This fact becomes more and more apparent as the years go by. 


The installation of efficient and trouble-free Streamline Copper Pipe and Solder 
Fittings will bring extra dividends to your clients through added livability to the 


home in additional years of reliable plumbing and heating service. 


Practically any piping material may be satisfactory for a limited time—but the 
question is — How good will it be after five or ten years under actual service 
In the plans which are on conditions? Then comes the test of a piping system and that is when copper piping 


your board now, provide proves its worth beyond question—and goes on proving it with year after year 


efficiency and long life in т % 
of efficient trouble-free service. 
the piping system by writing 


in Streamline Copper Pipe Streamline Copper Pipe connected with Streamline Solder Fittings assures a 
ond Solder Fittings. piping installation that incorporates tremendous resistance to rust, clogging and 
vibration. More than that, its cost is little, if any, higher than materials that corrode 
and leak after a few short years of service. But taken over a period of years 


its cost will be immeasurably less. 


STREAMLINE , MUELLER BRASS CO. 


PIPE AND FITTING DIVISION PORT HURON, MICHIGAN 
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| LUMINALL PAINT 


à 
ж 


3 


OTHER ADVANTAGES OF 


The paint used in the Texas 
schools described here was 
Luminall (casein binder) taken 
from dealers’ regular stocks. 
Its high light-reflective proper- 
ties were sought. : 

Other advantages of Luminal! 
are its purity of color; its specia 
velvety texture produced by an 
exclusive patented method о 
manufacture. 

Luminall has long been x 
favorite with architects san 
builders as it can be applie 
over damp plaster without dam- 
age, thus hastening the delivery 
of a fully decorated structure. 


Here is news of high importance to school 
architects! Many schools are gaining star- 
tling educational growth . . . important de- 
creases in students’ visual difficulty . . . and 
reduction in classroom energy problems by 
painting the interiors of schoolrooms with 
Luminall paint (light-reflecting) and making 
changes in fenestration and seating arrange- 
ment according to a plan known as the 
"Texas Method." 

These revolutionary achievements devel- 
oped and proved in the Mexia, Texas Public 


HMINALE 


BEFORE 


x 


THIS LIGHT-REFLECTIVE PAINT IS AN IMPORTANT AID TO 


Schools under the direction of Dr. Darell B. 
Harmon, Texas State Department of Health, 
are reported in Illuminating Engineer, Archi- 
tectural Record, and elsewhere. The mod- 
ernization necessary to achieve these results 
is relatively simple. 

Send today for “Light on Growing Chil- 
dren” by Dr. Harmon. Learn how easily 
your school may obtain these benefits for 
its children. NATIONAL CHEMICAL & 
MFG. CO., 3611 South May Street, Dept. 
G, Chicago 9, IJlinois 
Be, Fae 


ЕС 


reflective 
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CORRUGATED TRANSITE- ~ е е 


*FTransite is а registered Johns-Manville trade mark 


For buildings large and small, industry uses Johns-Manville Corrugated Transite 


for the entire exterior— roofs as well as side walls. Transite needs по upkeep 


L 


.. . can't rot... can't burn... can't rust 


It builds fast! And it's built to 
last! Corrugated Transite is a 
rigid asbestos sheet that pro- 
vides durable, weatherproof 
walls and roofs for buildings 
of every size and design. 


Whatever your industry, 
whatever type of building, you 
can use Transite for both new 
and remodeled structures, and 
cut construction costs. 


The large convenient sheets, 
with their unusual strength 


ations are necessary can be 
completely salvaged. 


You save on maintenance, 
too. Made of asbestos and ce- 
ment, practically indestructible 
materials, Transite requires no 
preservatives . . . remains virtu- 
ally maintenance-free. 

For more details, write Johns- 
Manville, Dept. AR2, Box 290, 
New York 16, N. Y. 


Because of the unprecedented de- 


Whether it's used for a one-story utility building or a further increased by (Соггива- mand for J-M Building Materials, 
multiple-story factory, J-M Corrugated Transite meets tons, permit ATE of there may be times when we can- 
all the modern requirements for attractive design and framing. They're quickly and not make immediate delivery. We 
streamlined construction. easily applied, and when alter- urge you to anticipate your needs. 


EASY TO BOLT TO STEEL EASY TO SAW 


Johns-Manville 
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BACKGROUND 


for 


SPECIFICATION 


ARCHITECTURAL 


ENGINEERING 


HNICAL NEWS D RESEARCH 


The trend toward ever closer collabo- 
ration between architect and engineer 
has been speeded up — during the 
past decade — by technological ad- 
vances generally and by war needs 
in particular. Today, architect and 
engineer are frequently copartners— 
in a firm of architect-engineers. And 
— the specification of your product 
actually has become architectural 
engineering. 


The Record has kept pace with 
this trend — has almost kept ahead 
of it—by alert and constant editor- 
ial attention to the engineering 
angles of every architectural subject. 
In May of this year, the ARCHITECT- 


PLUO WELD СОУЕР 
PLATES TO BEAM 

FLANGE FO? \ 
TENSILE STRESSES 
FIELD BUTT WELO 
COLUMN TO BEAM 


STIFFENER 
PLATES ^ | 


FIELD BUTT WELD 
COLUMN TO ВЕАМ 
АМО STIFFENER 


ERECTION CLIPS: 
SHOP WELD TO 


PLATES BEAM - FIELD WELO 
INTERIOR TO COLUMN 
COLUMN 


Though frame construction is fast—it is faster 
when welded. 


URAL ENGINEERING section made 
its bow —a vital, practical, edi- 
torial department, integrating the 
Record's ever-increasing editorial 
coverage of the engineering aspects 
of architecture — structural, me- 
and allied 


chanical, electrical 


technical problems. 


In twelve to eighteen pages of every 
issue, the Record’s architect-engineer 
audience finds a weighty package of 
purely technical information on new 
developments in building design, con- 
struction, materials and equipment 
and in building and product research. 


Almost as important as the feature—correct 
theatre lighting. 


In addition to condensed technical 
articles, drawings and photographs 
— of which typical examples are re- 
produced herewith — this section 
includes the widely acclaimed Record - 
features of Time-Saver Standards 
and Products for Better Building. 


% 


ARCHITECTURAL ENGINEERING has 
been welcomed by Record readers 
as a logical continuation and expan- 


ARCHITECTURAL 


REC ORD 


119 WEST 


40TH 


STREET, NEW YORK 18 


OTHER DODGE SERVICES 


DODGE REPORTS AND DODGE STATISTICAL RESEARCH SERVICE 


SWEET’S CATALOG FILES 


HOME OWNERS’ CATALOGS 


REAL ESTATE RECORD & BUILDERS’ GUIDE 
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Is the merchandise visible—or does refraction 
hide it? 


sion of the features which have given 
this publication the unofficial title 
of "workbook of the architect- 
engineer." You find the Record in 
the workrooms (rather than the re- 
ception rooms) of the architects and 
engineers on whose boards at least 
80% of all current planning for in- 
vestment building is being done. 


This type of editorial treatment— 
intensely practical and always in line 
with current activities—is one of the 
reasons why the Record has more 
architect and engineer circulation 
than any other publicationin the field. 


Here is the workbook in which to 
keep your story told to the men who 
select and specify building materials, 
equipment, furnishings and services. 


We have gathered from many sources and 
compiled a check list for advertisers entitled, 
“Pointers on Writing Architectural Copy.” 
Your copy will be mailed on request. 


HANGERS. 
RUNNER CHANNEL 


——— i cc 


FELT PADS 


РІАЅТЕС 


P 


A band practice room—under an auditorium 
— must be soundproof. 
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Modernizing with Vermont Marble 


Provides Color, Character, Permanence, Low Maintenance 


MARBLE IN 
YOUR STAIRWAY AND FLOOR 


MARBLE AT YOUR ENTRANCE MARBLE IN YOUR LOBBY 
Suggestions: 
Aurisina Fiorito 
Botticino 
Rosso Verona Alberato 
Loredo Chiaro 


Suggestions: 
Travertine 
Belgian Black 
Breche Oriental 
Peruvian Rose 


Suggestions: 
Vermont Verde Antique 
Red Antique of Italy 
White Vermont 
Verte Issorie 


MARBLE IN YOUR TOILET ROOMS MARBLE IN YOUR HOME MARBLE IN YOUR CHURCH 


Suggestions: 
Vermont Oriental 
Italian Black and Gold 
Blue Belge 
Statuary Vein Italian 


Suggestions: 
Vermont Metawee 
Vermont Standard White 
White Italian 
Neshobe Gray 


Suggestions: 
Italian Blanco P 
Italian Cremo 
Rouge de Neuville Griotte 
Verte Imperial 


еегеееееееееесесеегегееееееееееееесееееееееееееесееееееееееееееееееее 
ееееесесееееесеесесеоееееоеееееоееоее е еееееееееееееоеееееееееееееегеееее 


Since the end of the war we have 
imported more than twenty-five of the most 
popular selections of marble. As facilities in 
foreign lands are rebuilt, our choice of mate- 
rial will become much wider. When free scope 
is again allowed the construction industry, 


our reliable American quarries, mills, finish- 


ing plants and contracting organization — 


teamed with foreign production — will give 


you à complete service. VERMONT MARBLE COMPANY, PROCTOR,VT. 


Boston * Chicago * Cleveland * Dallas * Los Angeles * New York * Philadelphia * San Francisco * Houston * Ontario Marble Co., Peterborough, Ont. 
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Buildings, equipment, ma- 
chinery . . . in all of them 
galvanizing  (zinc-coating) 
against rust is good en- 
gineering, sound economy. 


Zinc, in the form of galvanizing, protects 
against rust in TWO WAYS: First, by sim- 
ple coverage, with a sheath of rust-resistant 
metal... Second, by electro-chemical ac- 
tion, or “sacrificial corrosion!’ Good design 
that includes zinc-protected steel or iron 
means long-time, low-cost protection . . . 
savings in materials and maintenance. It's 
wise to specify heavy coatings—for the 
heavier the coating, the better the protec- 
tion. The "Seal of Quality; shown at the 
right, is the yardstick of economy and serv- 
iceife in galvanized sheets. It denotes at 
least 2 oz. of Zinc per 
square foot! 


American 
Zinc Institute 


Room 2620 —35 East Wacker Drive, Chicago 1, Illinois 


Send this COUPON for valuable 
FREE BOOKLETS 


г-----------------------------------..... 
! These factual, illustrated booklets are yours for the asking. i 


1 They tell how ZINC can solve modern day rust problems, Check 


1 

| 

i your needs and mail today. 1 
Use Metallic Zinc Paint to Pro- ! 

H L4 Facts About Galvanized Sheets tect Metal Surfaces Ц 
I [] Repair Manual—Galvanized The Zinc Industry — A Mine (о | 
: Roofing and Siding Market Outline. i 
1 

1 Name П 
1 

1 Company Ц 
| Address i 
I 

! City State i 
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For VEW Buildings or OLD: 
specify efficient, economical 
Swartwout 
VENTILATION 
N T «Сары 


7 Complete Natural ventilation 
or Powered air movement... 


Here's the equipment—and the engineering as- 
sistance — needed by architects and ventilation 
engineers for solving practically all industrial 
ventilation problems. Varying air movement re- 
quirements, according to conditions set up by 
different industrial operations and the types of 
buildings housing them, are met by selecting the 
best Swartwout Roof Ventilator type or combi- 
nation of types for the need. 

Swartwout builds sturdy, scientifically designed 
ventilators for either gravity or power ventilation, 
and modern intake louvers for ample fresh air 
intake. They can be included in original plans 
or can be added to buildings already in service. 


Two new bulletins describe Swartwout's line 
of high quality equipment and show appli- 
cations to various structural situations... . 
Write for Bulletins 319 and 320— today. 


THE SWARTWOUT CO.,18649 Euclid Ave., Cleve.12, Ohio 


Swartwout 
(ды Air Circulation 


ren. o DEM, РЕ c ees PN 
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Radiant Heating Coils resting on Zonolite Insulating Concrete 


Another new development for buildersC- FLOORS THAT 
INSULATE! By using Zonolite Insulating Concrete for grade 
level floors in commercial structures or homes, cold and damp- 
ness can be eliminated. Heat loss into ground will be avoided. 


Zonolite Insulating Concrete floors are made by mixing a 
specially graded Zonolite brand of vermiculite with Portland 
cement. This insulating concrete can be placed directly on the 
ground (vapor seal often placed on ground first) forming a 
fireproof, rot proof, termite proof, vermin proof floor base. 


Covering coils with a topping of ordinary concrete 


When radiant heating is specified, these floors are particu- 


larly desirable as a base for the coils or ducts. After laying the ZONOLITE CONCRETE FLOORS 


coils on this highly efficient and permanent base, they should REDUCE DEAD LOAD IN HIGH BUILDINGS 
then be covered with ordinary concrete. Heat waste into the 


A Zonolite Insulati S 
ground is greatly reduced and enables the room to heat faster. нек к henge و‎ pe ep erp 


over steel pan floors, reduces dead load. When used 


Whenever a floor is constructed on grade level, regardless in this way, the fireproofness of the building is 
of whether or not it has radiant heat, Zonolite Insulating greatly increased as Zonolite is one of the most fire- 
Concrete should be specified. Because of the low heat capacity proof materials known. Zonolite Concrete aggre- 


gate weighs as little as six pounds per cubic foot. 
Send now for complete information about Zono- 
lite Concrete Floors. 


of Zonolite Insulating Concrete, condensation on the floor 
surface on warm, humid summer days is avoided. 


----------........ ----------------...., 


UNIVERSAL ZONOLITE 
INSULATION CO. 


Dept. AR-27,135 S. La Salle St. 
Chicago 3, III. 


Universal Zonolite Insulation Co. 
Dept. AR-27,135 S. La Salle St., Chicago 3, Ill. 


Please send complete details on Zonolite Insulating Concrete Floors. 


N MAIL COUPON 
FOR DETAILS 


--............, 
Zz 
а 
x 
* 


Please check: ГІ Architect [] Engineer ГІ Draftsman (0 Contractor 
*Zonolite is tbe registered trade mark of Universal Zonolite Insulation Co. 


шие į REE 
SEE YOUR LOCAL LUMBER AND BUILDING MATERIAL DEALER 
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GRAND RAPIDS , 
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7 SASH BALANCE 


lO Sizes Meet 
95% of all 
Home Requirements 


The Grand Rapids Invizible 
Sash Balance is popular with 
dealers and builders because 
it is simple and easy to order 
and maintain a balanced 
stock. Ten sizes meet 95% of 
the usual residential require- 
ments and the complete 
easily understood instructions 
printed on every carton make 
them easy to install. Then, 
too, they are easily adjusted. 
А tension chart is included 
with the instructions and 
builders know that it is un- 
necessary to remove screws 
or trim to make a tension 
e adjustment. 


Home owners like the Grand 
Rapids Invizible because it is 
smooth in performance, 
trouble-free: and dependable 
in all climates and under 
, Varying conditions. 


SEE\OUR 
CATALOG IN 
Ts 


: Send ; SASH BALANCE CATALOG 


which contains complete Information on sash balance 
sizes, directions for installing, etc. All fully illustrated. 


GRAND RAPIDS SASH PULLEYS. 


No. 103 face plate, cone bearing 
type and Nos. 175, 109, 110 
sawtooth drive type sash pulleys 
cover 95% of ali sash pulley 
requirements, > 


GRAND RAPIDS HARDWARE COMPANY | 
RAPIDS MICHIGAN 


GRAND 
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BARBER- COLMAN 


CEILING 
OUTLETS 


GUARANTEED 
AIR DISTRIBUTION 


Data based on complete tests enables us to re- 
commend exactly the right outlet for any condition 
and GUARANTEE results. You are assured of 
uniform, properly diffused air of the desired tem- 
perature at specified level, with required air move- 
ment and elimination of hot, cold, or drafty areas. 
Use ENGINEERED AIR DISTRIBUTION — see 
your Barber-Colman representative. Write for 
descriptive bulletin. 


BARBER-COLMAN COMPANY 


1230 ROCK STREET 
ROCKFORD e ILLINOIS 
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Why AQ U ELLA is a “must” on 


every concrete masonry unit job! 


As everyone in the construction industry knows, the water permeability 
of light weight concrete masonry units leaves no room for argument! 
The only possible argument lies in the means and methods of applying 
an effective water barrier to this excellent construction material. 

You are well acquainted with the claims made for the many materials 
designed to "waterproof" concrete masonry units. 

But despite these many materials there must be a reason why Aquella is 
being so widely used throughout the nation today and acclaimed by home 
owners, architects, engineers, waterproofing contractors and builders! 
The answer lies in the simple fact that it works on an entirely new principle! 


Here is an Aquellized concrete masonry 
unit filled witb water. Naturally, tbere 
is no leakage. 


2 But what happens if tbe Aquella surface coat- 

ing is scraped off? То answer tbat, we scraped 
away this portion, and there's still no leakage. 
This may be slightly puzzling until you study 
the photograph of the third step... 


The enlargement of a small, sawed-away 
section of the above block, which shows the 
way Aquella penetrates to fill and close the 
microscopic pores of tbe surface. It is the 
filling of the pores—not essentially the sur- 
face coating—which stops the penetration 
of water. 


Is it any wonder then, that in a cinder concrete 
block tower test, Aquella withstood the pressure 
exerted by an 8 ft. hydrostatic head of water, 
equivalent to approximately 500 lbs. pressure per 


sq. ft. at the base? 


We would like to send you details of this test. 
It is contained in our booklet, "Aquella and Con- 


crete Masonry Construction? This booklet also 
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contains many illustrations of the uses of Aquella 
in concrete masonry construction throughout the 
United States, and should prove 
very interesting to all in the con- 


struction industry. It is yours for 


the asking. 


PRIMA PRODUCTS, INC. 


Dept. E, 10 East 40th Street, New York 16, М. Y. 
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Jim—here's something that 


looks good! Have you seen 


this new Prestile ad? 


"You bet І have—and во have my 
customers! More and more of them 
are asking for low cost Prestile walls. 
'That baked-in beauty idea clicks 
with them. Mmmm ... wish we 
could get more Prestile. 


e Right now, demand for this quality tileboard exceeds supply. 
Prestile national advertising is designed to keep demand at 
a high level... for the day when ample supply is available. 


f MANUFACTURING COMPANY 
In Avenue, Chicago 13, Illinois 


286 
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BUT JUST WHAT 


is A Woder HINGE’? 


It’s one, of course, that is com- 
pletely hidden from view. A 
hinge is a utility—not a thing 
of beauty—and should be kept 
out of sight. That’s the big, 
modern advantage of Soss 
Invisible Hinges. This hinge eliminates unsightly 
broken surfaces—surfaces marred by protruding 
butts and, naturally, it provides far greater oppor- 
tunities for artistically designed doors, cupboards 
and secret panels. It contributes to streamlined 
interiors by permitting those flush surfaces that 
make the home of today so distinctly modern, 


Write for the Soss “Blue-Print Catalogue.” 
This catalogue gives full details for the many 
applications of this modern hinge. Sent free 
to you on request. 


SOSS MANUFACTURING COMPANY 
21765 HOOVER ROAD « DETROIT 13, MICH. 


The Hallmark 
OF TOMORROW'S HOME 
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Spreaders аге placed about 30” to 36" centers. А 
few nails hold the four 8” form boards in place. 
Тһе boards can be used later as roof sheathing. Ж 
Concrete will encase ends of beams to provide а 7 .. 1/1! reinforC 
fire stop and support for a bearing partition. form with YA ace has 
beam and 8р 


Sill is 
1 in place. 
cu араз? for heat duct. 
n p 


Complete 
clipped to 


ez de and eonna 3 
Grog Fl alg oL 


You will find that you can quickly adapt your plans and 
methods to provide your houses with J&L Junior Beam steel 
and concrete floors. The job will move smoothly and money 
will be saved by eliminating troublesome plaster cracks, 
sagging doors, stuck windows and creaking floors. At a 
glance your prospects will see the advantages of the strong 
non-shrinking, vermin proof, fire resistant, rigid steel and 
concrete floor. 


THERE E 


JONES & LAUGHLIN STEEL CORPORATION 


PITTSBURGH 30, PA. 
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SEALED AIR CHAMBER 


i co. 


Handy water-supply tables, originally compiled at the University 
at Wisconsin, have been adapted by Wade plumbing engineers 
and mounted on a handsome wall chart for easy reference. 


WHAT THE TABLES TELL YOU: 

€ The gallons per minute available at any distance along a pipe 3%" to 2" in size, at any 
pressure up to 90 lbs. 

Ф Correct pipe sizes to provide adequate water supply for residence or apartment buildings 
when pressure is known. 

@ The probable water requirements in gallons per minute of any residence building up to 
10 apartments in size. 

9 Whether sufficient water is available for proposed remodeling of building to add new 
apartments or outlets. 


Eliminate Water Hammer 


G The most efficient way to stop or pre- 
vent water hammer is to install a 
WADE Sealed Air Chamber. The 
other side of the Pressure-Flow Chart 
contains handy selection tables for 
quickly picking exactly the right size 
‘Sealed Air Chamber for a known 
pressure and pipe length. This is 
probably the most authentic informa- 
tion on selecting air chambers to stop 
water hammer ever published. Since 
supply is limited, we suggest you send 
for your Wade Wall Chart without 

delay. 


The Wade Wall Chart is available, without charge, to architects; engineers; plumbing 
contractors, and dealers. Write for your copy today. 


WADE 


MANUFACTURING COMPANY 


DRAINS AND PLUMBING SPECIALTIES 


ELGIN, ILLINOIS 
85 NORTH STATE STREET ELGIN, ILLINOIS 


~= +. THE DEPENDABLE NAME IN STEEL ROOF TRUSSES 
ao, . BUILT ON 70 YEARS’ EXPERIENCE 


. 9 
—— 
— "HH 


— — 


Ф Write for new catalogs. 
€ Make use of Mesker's Consulting Service — Free to Architects and 
Engineers. 


۴ 
You can trust the truss that's made Бу Mesker to сен. ROO 
give you the most flexibility in application, xavcw’ 
simplicity in construction and stamina in use— 
a combination that provides you with a ready 
answer for the requirements of all types of indus- 
trial and commercial structures. Let Mesker’s 
complete line of steel roof trusses and Mesker's 
expert consulting service help you enlarge your 


NEW YORK: 
М. В. Kolb Co. 
250 W. 57th St., N.Y.C. 19 


scope of construction planning in 1947. CHICAGO: 
а Р 9 Branch-Nicoloff Co. 
Mesker FREESPAN trusses come in a full range of designs, in lengths 549 Washington Blvd., Chicago 6, Ill. 
25 ft. to 59 ft. Mesker BOWSTRING trusses provide extra strength 

and rigidity for clear spans up to 130 ff. WEST COAST: Industrial Steel Bldgs. Co., 341 S. Central Ave., Los Angeles 13 
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€ Remember when there were literally thousands of convector sizes 
and styles ... when grille designs were limited only by the imagination? 
Young, early realizing the need for clarification, proceeded not only 
to standardize the "Streamaire" line, but conceived the idea of pack- 
aging them as well. Standardization has simplified specifications . . . 
assured the right convector for the job, guaranteed quicker delivery 
and speeded-up installations. Standardization has also permitted use 
of mass production techniques, thus reducing manufacturing costs and 
making possible this modern heating equipment at a low price. Pack- 
aging has hastened handling, lessened danger of damage in transit 


and storage and eventually units will be shipped 


from stock. All of these advantages are in addition 


"STREAM AME Я to the smart cabinet styling апі engineered 


COPPER couvectOns | 


РАТЫН construction of "Streamaire" Convectors. 


A copy of the “Streamaire” Convector Catalog is yours 
for the asking . . . gives descriptions, diagrams and ratings 
on "Streamaire" Standardized models. Bring your heat- 
ing files up to date by sending for a copy today. 


YOUNG 


HEAT TRANSFER PRODUCTS 


GAS, GASOLINE, DIESEL ENGINE COOLING RADIATORS * HEAT EXCHANGERS 
ENGINE JACKET WATER COOLERS 


OIL COOLERS  * 
INTERCOOLERS * EVAPORATIVE COOLERS 
GAS COOLERS Ы UNIT HEATERS CONVECTORS * CONDENSERS * AIR 
CONDITIONING UNITS * EVAPORATORS HEATING COILS * COOLING COILS 
AND A COMPLETE LINE OF AIRCRAFT HEAT TRANSFER EQUIPMENT 


YOUNG RADIATOR CO. Dept. 5118 RACINE, WIS., U.S.A. 


Sales and Engineering Offices in all Principal Cities 
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These 4 Basic 
"Streamaire^ Styles 
Meet Every Need 


FREE-STANDING TYPE “С” 


Saves on installation costs—ideal 
for remodeling or new construction. 


WALL-HUNG ТҮРЕ “W” 


Off-floor installation makes 
routine floor-cleaning easy. 


WALL-HUNG TYPE “Ws” 


Sloping top grille prevents care- 
less blocking of air circulation. 


VN 


PARTIALLY-RECESSED TYPE “S” 


Special "Z" bars permit instal- 
lation before or after plastering. 
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Rusco is the first practical com- 
bination screen and storm sash 
to bring “window conditioning" 
benefits to hospitals, hotels, = 
office buildings, apartments. It ——————— 
combines screens, storm sash Nj 
and weatherproofing in one permanent unit with the added advan- 
tage of year 'round, rainproof, draft-free, filtered-screen ventilation. 
Can be installed on old or new buildings without alteration to 
existing or planned window construction. 


Nothing to Change—Nothing to Store or Repair 


Rusco storm sash stores itself when not in use—simply slides upward 
into storage position, allowing full, direct ventilation through the 
permanent plastic screen that never needs painting. In winter, just 
lower storm sash into position. Seasonal changing, painting and 
refitting of screens and storm sash 
are completely eliminated. The 
Rusco Patented Thermolok* Frame 
automatically adjusts to contrac- 
tion, expansion and settlement... 
assures perfect fit under all condi- 
tions . . . weatherproofs entire 
window opening. Patented seep-hole 
drainage guards against sill decay. 


a product of 


Window Сенін THE F. C. RUSSELL COMPANY 
Made Easy 


6400-ARHerman Avenue 
Cleveland 2, Ohio 
Manufacturers of fhe Rusco all-metal Venetlan 


Awning, Rusco Colorless Water Repellent, 
Thermoseal Combination Windows 


Rusco Windows control conden- 
sation and frosting—windows 
stay clean longer. When clean- 
ing is necessary—glass inserts 
are removable easily from 
inside. 

For cleaner, quieter, healthier *T. M. REG. APP. FOR. Отғсвс 
interiors . . . for fuel savings 
up to 1/3... for greater con- 
venience ... investigate Rusco 
All-Metal Self-Storing Combi- 
nation Screen and Storm Sash 
... the world's first practical 
combination window. Illustrated, 
informative literature is avail- 
able, or consult Sweet's. 180-7 
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Photo by Better Homes & Gardens Magazine 


For Perfect Fireplaces 


BENNETT 


ай-е 


UNITS 


EVERY TIME! 


Of course, you can design the perfect fireplace. 
But will it be constructed exactly as you planned 
it? Will “building blunders” by mason contrac- 
tors mar your perfect fireplaces? Eliminate that 
possibility by specifying the Bennett Fresh-Aire 
Unit. It serves as a complete formfor smoke-free 
internal proportions of throat, damper, smoke 
chamber and shelf, etc. Fireplaces built around 
these units must be right. 


BENNETT 
WARM-AIRE UNIT 


for perfect fireplaces 
in camps, southern 
homes, play rooms, 
etc. Draws cool air 
off the, floor, heats 
and recirculates it. 


Here are three additional rea- 
sons for specifying Bennett 
Fresh-Aire Units for the mod- 
ern, insulated home: (1) They 
draw fresh air from outdoors, 
equalize temperature through- 
out the dwelling, eliminate 
smoky back-drafts. (2) They 
allow complete freedom to de- 
tail the exterior design of any 
type or style of fireplace you 
plan. (3) Their moderate 
first cost is offset by savings 
in construction and perfect 
operation. For complete de- 
tails send for Bennett Fire- 
place Catalog or see Sweet's. 


BENNETT - IRELAND INC. 


247 MAPLE STREET > NORWICH, NEW YORK 
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COPPER and COMMON SENSE 


QUESTION: What's the best way to cover the coping 


on a low parapet wall? 


ANSWER: 


See Pages 42 to 45 in Revere Manual of 


Sheet Copper Construction* 


JNFARLY all architects and sheet metal experts 
agree that the best material for a parapet 
wall cover is copper. But there are several dif- 
ferent forms of copper as well as many methods 
of construction, Revere's sheet copper research 
has shown which of these gives best results, and 
why. It has thrown entirely new light, not only 
on this subject, but on every important aspect of 
sheet copper construction. 

You'll find the complete story in Revere's 
authoritative 96-page manual.* You can get all 
the facts on each construction problem from 
large, clear detail sheets that are designed for 
practical men to use. That's why it will always 
pay you to turn to this book first on all matters 
of sheet copper construction. 

The Revere Manual has been sent to all holders 
of Sweet's Architectural File and to leading sheet 
metal contractors throughout the country. By 
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making full use of it you can be sure of fine and 
durable sheet metal construction based on sound 
engineering principles. Revere materials are sold 
only through Revere Distributors. A Revere 
Technical Advisor, Architectural, will always be 
glad to consult with you without obligation. 
*Entitled "Research Solves Problem of Stress 
Failures in Sheet Copper Construction." 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 
Mills: Baltimore, Md.; Chicago, Ш.; Detroit, Mich.; New Bedford, 
Mass.; Rome, М. Y.—Sales Offices in Principal Cities, Distributors 
Everywhere. 
Listen to Exploring the Unknown on the Mutual Network 
every Sunday evening, 9 to 9:30 p. m., EST. 
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iW Ё 
سنس‎ | 
: e MOULDINGS | < 


FAN) Aces 
> ULES: cud dau Mtt 
و ر‎ 


SO Dimensionally accurate alumi- 
num moulding shapes, ex- 


pertly designed in matching groups to 


fit any installation, illustrated in the new 
full-color CHROMTRIM Catalogue No. 2. 
Also features many unique installation 
possibilities. 


Follow the new trend — give home-mak- 
ing women the gleaming beauty — the 
modern neatness—the easy maintenance 
they want in the homes you plan to build 
(or modernize). Specify CHROMTRIM for 
kitchens, bathrooms, attics, etc. 


IMMEDIATE DELIVERY 


Nationally distributed. See insert in 
Sweet’s File (Architectural Edition). 


R. D. WERNER CO., Inc. 


Manufacturers of Metal and Plastic Products 
295 FIFTH AVENUE 


Factories: New York City — Greenville, Pa. 


NEW YORK 16, N. Y. 


Crippling Loss or 
Quick Extinguishment? 


ө If a tough, fast-moving fire attacks your plant, 
is your on-the-spot fire fighting equipment big enough 
and fast enough to assure a quick victory? 

Cardox Fire Extinguishing Systems . . . using 
the distinctive Cardox methods of engineered control 
and application that have greatly broadened the scope 
of CO; fire protection . . . provide outstandingly fast 
and effective protection for one or many critical or 
major hazards. 

A Cardox Fire Extinguishing System is engineered to 
definite fire protection standards . . . to provide all the 
advantages of СО; extinguishment, unhampered by any 
practical limitations on the amount of extinguishing 
medium available, in seconds. By the distinctive Cardox 
method, carbon dioxide is stored at 0% F. and relatively 
low pressure in a single 14 ton to 125 ton storage unit 

. assuring enough Cardox CO; to handle even large 
fires and have ample reserve for new emergencies. 

Cardox Engineering and Research Staffs will welcome 
the opportunity of helping you evaluate accurately the 
plus value of a Cardox System in the protection of your 
specific operation. 


CARDOX CORPORATION 


BELL BUILDING * CHICAGO 1, ILLINOIS 
Pittsburgh 
Los Angeles 


* Cleveland 
San Diego 


District Officos: New York 
Detroit + St. Louis 


* Philadelphia * 
San Francisco 


FIRE TRUCK— TRANSITANK— 
Tons of CO: on TRUCK 
Wheels 


Capacity—750 pounds 


1 


FIRE EXTINGUISHING SYSTEMS 


CO2 
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SELF-DEFENDED 
against ACID attack 


DURCO BELL AND SPIGOT DRAIN PIPE 


Permanent, "cast-in" protection enables Durco drain pipe 
to handle corrosive wastes, safely. Unfailing protection of 
the life of the pipe is provided by the corrosion resistance 
inherent in the special alloy, Duriron (see description be- 
low), of which it is made. Ask for Bulletin 702-D. 


Drain pipe available in 
1M" 2535.4 50566 
and 8" sizes. 10”, 12" 
and 15" furnished to 
order. 


DURCO CORROSION RESISTING EXHAUST FANS 


АП parts of these fans which come in contact with the 
corrosive fumes are made of one of the three well-known 
Durco corrosion resistant alloys described below—Duriron, 
Durichlor or Durimet. For full details of these fans, write 
for new, 12-page bulletin 1102. 


Exhaust fans are built 
in five sizes, providing 
a capacity range from 
20 to 5,000 c.f.m. 


DURCO Adv. 23-GM 


THE DURIRON CO., INC. - 
DAYTON 1, OHIO 


Branch Offices in Principal Cities 


DURIRON 

А high-silicon iron alloy containing 
approximately 14.5% silicon. 
Withstands the corrosive attack of 
all commonly used acids except 
hydrofluoric, sulfurous and oleum. 
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DURICHLOR 


A high-silicon iron similar to 
Duriron, but superior for handling 
hydrochloric acid, chloride solu- 
tions and chlorine gas. 


DURIMET 


А special low carbon stainless steel 
containing nickel, chromium, mo- 
lybdenum and copper. Safely 
handles fumes of oleum, sulfurous 


acid, sulfur dioxide and hydro- _ 


fluoric acid. 
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It's a Neat Trick and 
ELLISON does it 77,4 


TO GLASS BLOCK 
CONSTRUCTION with 


WINCO 
ENTILATORS 


For offices, stores, and home baths and kitchens. 


Exterior glass block construction is not complete without Winco 
Ventilators. 


Admits light and ventilafes like a window—will not admit rain, 


- 3 flies or insects when open. Entire unit in steel frame sets in 
Ellison BALANCED GLASS DOORS provide an mortar—complete with interior “уапеа" glass panel and ex- 
attractive modern entrance without the usual "glass terior bronze screen which are removed during construction, 
door” hazards. Like all Ellison Balanced Doors they are 6 sizes: for 6” blocks and 8 blocks. 


so pivoted at top and bottom that wind pressures are —and WI М € о 


equalized as the door is opened, permitting them to 
move easily and quickly to one side of the door VENTILATING FA 


opening. Counter-balanced they require only a slight -————— 
spring action to close. 1 EASY 
ASSEMBLY 


This effortless action facilitates traffic flow. Since - 
the doors swing on a shorter radius, their pro- 
jection is reduced 40 to 45%. Made of full plate 
glass, except for the 334" rail across top and 
bottom, they are available in complete pre- 
fabricated units ready to install, with bronze, 
aluminum or stainless steel rails. Each unit includes 
door, frames, mullions, trim, saddles and necessary 
hardware. The locks can be applied either in the 
bottom or top rail as desired. Available in a wide 
range of standard sizes and types or builf to your 
specifications. 


Z -Efficient 


For home kitchens and offices. Metal 
frame easily installed in 6” or 8” glass 
blocks, in openings of 1 or 4 block dis- 
placement or in standard frame walls, 


Write for our new 12-page booklet giving additional 
specifications and illustrating types, or see our section in 


SWEET'S Others for 9" to 13" brick walls. Com- 
plete with fan, motor and automatic 
ELLISON BRONZE сө»; ІМС. ---- door switchs 
JAMESTOWN, NEW YORK Detailed specifications, illustrated 
literature and prices on these | 

? modern Winco installations зеп! 

EL: Representatives upon request. 

tson In All Principal Cities - x 


p 


BALANCED DOORS Ventilator Za 


1435 VERONICA AVE. @ ST. LOUIS 15, MO. 
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ARCHITECTURAL 
CONCRETE 


FEBRUARY 


1947 


In Architectural Concrete, features such as the bladed pylons and crown mould- 
ing illustrated here by Hugh Ferriss, may be cast in one operation as integral 
parts of the whole structure. This is typical of the economies effected by using 


concrete for apartment houses, hotels, hospitals, schools or industrial buildings: 


PORTLAND CEMENT ASSOCIATION 


DEPT. A2-8, 33 WEST GRAND AVENUE, CHICAGO 10, ILLINOIS 


A national organization to improve and extend the uses of 
concrete...through scientific research and engineering field work 


Mr. A. І. Architect, remember... aD estan fie же! мк 


ACCESSIBILITY WITH MOULTILE BEAUTY 
GOES FOR T HE Moultile # floor beauty: The colors, over the 


complete range from light to dark, have sparkling 


clarity and depth of tone. The clean, distinct 
NT TOO! veining creates a rich, variegated effect which 
7 ө never appears mechanical or monotonous. As to 


design, the artistic requirements can be fulfilled 
without resorting to costly special fabrication. 
Moultile can be used in conventional checker- 
boards, can be laid in panels, strips or bands, 
either parallel or diagonal, can be varied with 
spots and other inserts, and can be worked into 
interesting original maze, meander or woven 
patterns. 


Your clients will approve Moultile for its beauty 
. .. and also for its foot-friendly comfort, its quiet 
and foot-safe texture, and its time-defying dura- 
bility. They'll like the smooth, dense surface with 
its natural satin-bright lustre, so easy to keep 
clean, so readily waxed. And they'll appreciate 
Moultile economy . . . both in original cost and 
on a cost-per-year basis. Write today for free 
samples and catalog to: THOS. MOULDING 
FLOOR MEG. CO., 165 W. Wacker Drive, Dept. 
AR-2, Chicago 1, Ill. 


RC 


THOS. MOULDING 
Automatic Safety Catch... doors can't blow shut Y 


Your client will bless you or knocked shut but is | Flexible-Reinforced 


for remembering an outside easily released by hand MASTER ASPHALT TILE 


cellar entrance when he or foot. There's a size 
has to carry bulky, cumber- for every requirement. 


some screens or storm win- Easily installed. by any The design of this Moultile floor in a Wil- 
dows in and out — or has semi-skilled workman іп mette, Ill, school harmoniously follows the 
basement equipment to be frame or masonry con- shape of the room. Childs & Smith, Architects 


installed or removed. He struction. 

will be everlastingly grate- ^ Bilco bulkheads аге trim 
ful for the safety of another and unobtrusive as well 
exit in case of fire. as useful. Many thou- 


He will pay no more now— „Sands in use. Most good 
far less in the long run, if building supply houses 
you specify Bilco copper- handle them. 
steel cellar bulkheads— May we send you all the 
rather than old-fashioned mu Au information for 
E your А. I. A. files . . . and 
wooden hatch-ways. Bilco names of Bilco dealers in 
bulkheads are rotproof, your locality? Тһе Bilco 
verminproof, sagproof, rust- Company, 160 Hallock Ave- 


nue, New Haven, Connecti- 
Pp roof and leakp roof. They cut. Also makers of Bilco 


deliver important extra roof scuttles, sidewalk and 
values: they are tamper- elevator doors and vault 


proof, slamproof, easy to covers. 
open and close. Ап auto- 

matic safety catch on the T s 
lower hinge of each door (BILD) 
keeps it from being blown SEA 


سوا اوھ jg‏ 


SEE OUR 
CATALOG IN 


SWEET'S 
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MORE THAN JUST ANOTHER SHOWER HEAD 


tà an A 


€ The Speakman Self-Cleaning Апу- 
stream assures you a full-flowing, evenly 
distributed shower instantly adjustable 
to any degree of spray you desire. 


e Rugged in construction . . . beautifully 
designed and machined . . . the Any- 


stream is a model of engineering skill. It 

can be counted on to give long, depend- 

able service. = 

e Unlike ordinary showerheads, the А 
Anystream is self-cleaning . . . a feature 


which keeps it from clogging. In the 


AE e oy Normal spray 
flood position, foreign matter is instantly р 


i for relaxation! 
% flushed away. 
LN 
(Ane rp у 
(6!) @ The Anystream saves up to 58% on the 
consumption of hot water . . . welcome 
news to those who find the supply or cost 
of hot water a major problem. à MN SS 
à М“; 
e The Anystream is easily installed. No -2 ML 


special fittings are required. And when 
. after long service . . . normal wear 
occurs, repairs can be made quickly and 


inexpensively. ; 
I y Never this! — 


The Anystream 
is self-cleaning. 


Flood spray 
for no-splash rinse. 


The Speakman Self-Cleaning Anystream 
is distributed nationally through plumb- 
ing wholesale supply dealers and plumb- 
ing contractors. It can be depended on 
to rejuvenate any shower bath . . . mod- 
ernize the newest installation . . . and 


give long, satisfactory service. 


Established 1869 


PEAKMAN 


SHOWERS AND FIXTURES 


SPEAKMAN COMPANY, WILMINGTON 99, DELAWARE 
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If it's got to be seen, 
do it with Seaporcel! 


SEAPORCEL gives the architect an artist's palette 
for color, the sculptor's clay for contour. 
Sparkling ceramic fused to steel at 1550? F., SEA- 
PORCEL* can be fabricated to any shape, form, 
section . . . finished in any shade, from purest white 
and pastels to deepest black. 


Light in weight, SEAPORCEL combines stiffness 
with strength, is fireproof, easily handled, quickly 
erected. Shortages do not faze SEAPORCEL— 
wood blocking or light porcelain iron furring 
provide all support necessary. 

And, thanks to multiple coating of enduring cera- 
mic fused to steel, SEAPORCEL will never crack, 
fade, corrode. Through the years, it remains clean, 


lustrous. 


SEAPORCEL is equally adaptable to broad and 
dramatic sweep for building facades, store fronts, 
interiors of public buildings, restaurants, banks, 
schools, hospitals, hotels. Make your final word on 


your next preliminary sketches: SEAPORCEL! 


WRITE TODAY for bulletins showing 
applications and current jobs. 


SEAPORCEL PORCELAIN METALS, INC. 
Formerly Porcelain Metals, Inc. 
28-02 Borden Avenue, Long Island City 1, N. Y. 


*Kegistered U. S, Pat. Off. 


eaporcel 


“Member Porcelain Enamel Institute, Inc.” 


СТА 
SWEET'S 
=й 


&H CORBI 


K SWITCH 


уу 


7 


Keep control of the lighting іп proper hands! Guard 


against unauthorized tampering with lights in schools, hospi- 
tals, theatres, auditoriums, hotels or any other building used 
by the general public. 

Тһе Lock Switches pictured here are no ordinary switches 
with locking device. They're time-tested H & H Rotary Snap 
Switches, operated only by turning the key in a Corbin Pin 
Tumbler Lock. 

No. 1281 is standard type, single pole, available also in double pole, 
3-way and 4- way. No. 1281- WP is weatherproof, with cadmium -finish 
screw cap plate fitting on a weathertight rubber mat. No. 1291 is a master 
lock switch, reciprocating type. After inserting key in lock, switch may be 
turned to right or left — ON or OFF, but key cannot be removed from 
switch in ON or OFF position. Write for specification data on this 


complete line. 


HART & HEGEMAN DIVISION 


ARROW-HART & HEGEMAN ELECTRIC 


COMPANY, HARTFORD 6, CONN., U.S.A. 
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OPEN-WEB JOISTS 


This huge four-story stone-and-brick 
dormitory—Clara Dickson Hall—is 
Cornell University’s answer to the 
current shortage of living quarters for 
college students. Designed by Bagg 
and Newkirk, Utica, N. Y., and rushed 
to completion in the fall of 1946 by 
Barr and Lane, Inc., New York City, 
this charming colonial-type structure 
accommodates 430 women students— 
practically all in single, outside rooms. 

In addition, the dormitory has a 
modern kitchen and spacious. dining 
rooms, as well as reception rooms and 
recreational facilities. Bethlehem Open- 
Web Joists were used throughout in 
the floor and roof construction. 


These joists are ideal for all kinds of 
light-occupancy structures. They elimi- 
nate shrinking and sagging, as well as 
open baseboards and squeaky floors. 
When used with concrete floor-slab 
and plaster ceiling, they provide at 
moderate cost a floor construction 
which withstands fire for more than 
two hours as well as resisting the 
passage of sound. They have the 
further advantage of making construc- 
tion easier and more economical, as 
pipes, conduits and ducts are readily 
run through the open webs. 
Bethlehem Open-Web Joists come 
completely fabricated, ready for instal- 
lation without falsework. The standard- 


ЕНЕМ OPEN-WEB JOISTS 
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type joist is easily handled by two men 
—and all that’s needed to raise the 
Longspan type of joist into place is a 
light gin pole. 

Our Joist Folder 522 will help you 
to design with Bethlehem Open-Web 
Joists. In concise form it contains 
scale detail drawings, design tables— 
even specifications for open-web joist 
construction. You can obtain a copy 
from the nearest Bethlehem district 
office. Or write us at Bethlehem, Pa. 
BETHLEHEM STEEL COMPANY 

BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by 
Bethlehem Pacific Coast Steel Corporation 


EMPLOYMENT OPPORTUNITIES AVAILABLE 


As we have definite contacts in the Philadelphia area, we can 
place a limited number of graduate, bang-up No. 1 Architectural 
Design Draftsmen at salaries ranging anywhere from $100.00 to 
$175.00 per week. If interested, simply mail us your qualifica- 
tions. Executive Employment Service, Technical Department, 
37 South 13th Street, Philadelphia 7. 


SOUTH AMERICA : American concern requires Architectural 
Draftsman, Structural Designer and Materials Lister. Job 
security and good living conditions. Give complete details of 
experience. Box 200, ARCHITECTURAL Кесокр, 119 W. 40th St., 
New York 18. 


DEPT. OF ARCHITECTURE, Ga. Tech, Atlanta — needs 
help in design of buildings on college expansion program and also 
help in teaching. Immediate need; someone to take charge of 
project and carry through working drawings, part of nine million 
dollar over-all plan. Salary commensurate with responsibilities. 
Apply Harold Bush-Brown. 


EXCELLENT OPENINGS for well-qualified Architectural 
Draftsmen. Diversified work on permanent structures. Good 
salaries and working conditions in ideal climate. Write P.O. Box 
308, Sante Fe, New Mexico, stating educational background and 
experience, salary requirements, and availability. 


GRADUATE ARCHITECTS or Architectural Draftsmen, min- 
imum of five years’ experience, desirous locating suburban town 
Western Pennsylvania, diversified practice. Permanent Position 
to Right Men. Box 202, ARCHITECTURAL Кесовр, 119 W. 40th 
St., New York 18. 


ENGINEERING FIRM with 12 years of established practice in 
deep South wishes an Architectural Associate. Minimum salary 
guaranteed, with splendid opportunity for developing practice 
and earnings. Requirements: Graduate, 7 years’ minimum experi- 
ence, age 28-40, character and ability references. Box 204, 
ARCHITECTURAL Recorp, 119 W. 40th St., New York, 18. 


SPECIFICATION WRITER: We have an opening in our Fort 
Myers, Florida office for a first-class specification writer experi- 
enced in architectural and equipment specifications for general 
and neuropsychiatric hospitals ranging from 500 to 1200 beds. 
Familiarity with Federal Specifications desirable but not essen- 
tial. Six months employment guaranteed and permanent position 
for right man. Furnished apartment available at low rent. Write 
air mail, Fort Myers, Florida, P.O. Drawer 310, describing train- 
ing, experience, and stating salary expected. 


DRAFTSMEN, twin brothers, ex-Air Corps sergeants, honor 
graduates of technical school, Pratt students. Construction firm 
or architect’s office preferred where conscientious effort appreci- 
ated, Queens or New York City. Remuneration secondary. Box 
206, ARCHITECTURAL Кесокр, 119 W. 40th St., New York 18. 
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LANGLEY FIELD, VIRGINIA: Architect or Planning En- 
gineer, Hq. Tactical Air Command, Air Installations Section, 
Langley Field, Va. $4,275 to $5,905 per annum, 40-hour week. 
Male graduate civil or landscape engineer with practical site 
planning and/or construction planning experience, preferably 
in military airfield work, to assist in supervision of planning AAF 
airfields. Submit standard U. S. Civil Service Commission Form 
57 to Chief, Air Installations Section, Hq. Tactical Air Com- 
mand, Langley Field, Virginia, making reference to this an- 
nouncement. 


WANTED! 
GRADUATE ARCHITECTURAL ENGINEER 
at least 2 years' experience 
in 
concrete, steel and general building design 
and supervision 
FINE FUTURE 
Good Starting Salary With 
Progressive People 
Send replies to Box 206, ARCHITECTURAL RECORD 
119 W. 40th St., New York 18 


WANTED: Experienced Architectural. Draftsman — schools, 
colleges, institutions, churches, commercial and industrial build- 
ings. Good opportunity. State education, experience and salary 
desired. Emerson, Gregg & Briggs, 300 First Nat’l Bank Bldg., 
Peoria 2, Illinois. 


WANTED: A well-established firm іп Minnesota employing 
about 6 draftsmen needs a first-class draftsman to be placed in 
charge of general design and drafting. Office does not specialize. 
Will pay top salary. Box 208, ARCHITECTURAL Recorp, 119 W. 
40th St., New York 18. 


Long established Boston architect, own small office, invites cor- 
respondence with architect or recent graduate. Object, an asso- 
ciation eventuating in full partnership. No money required but 
man must sustain self, have a background and share in office 
overhead. All replies will be confidential. Give personal and 
professional details in letter. Box 210, ARCHITECTURAL RECORD, 


119 W. 40th St., New York 18. 


Well established South Florida architectural office has openings 
for competent designers, draftsmen, and delineator. Must have 
college degree and a minimum of five years experience. Office 
does wide general practice involving all types of structures. Send 
full particulars including sample of work, stating minimum ac- 
ceptable salary. Positions will include increase in salary and 
percentage of profits if applicant proves ability. Box 212, 
ARCHITECTURAL Recorp, 119 W. 40th St., New York 18. 


WANTED: Architect. New position with growing organiza- 
tion, headquarters in Kansas City. Design food stores, service 
stations, warehouses. Good future for capable man. Box 214, 
ARCHITECTURAL Recorp, 119 W. 40th St., New York 18. 
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There is no other 


insulating material like 


O other insulating material is made up of millions 
of minute air cells, each enclosed in pure glass, 
molded into light, strong, rigid blocks. 

No other insulating material retains its original in- 
sulating efficiency indefinitely under attack by moisture, 
vapor, and the fumes of most acids. 

No other insulating material has been able to with- 
stand extreme humidity, to help maintain temperature 
levels, to minimize condensation—without repairs or 
maintenance due to failure of the material—over the 
many years that PC Foamglas has been in use. 


When you need insulation for roofs, walls and floors, 


be sure you have complete and up-to-date information 


T. M. REG. U. S. PAT. OFF. 


> ^ Te a / е. Г 1 
оп РС Foamglas. We have recently published authori ! Pittsburgh Corning Corporation ! 
ao ag a Jay 
tative booklets which give all the data you need. Send PM nigh aie Way 
for your selection of free copies today. Pittsburgh | Pleasesendume without obligation, your ү 
! o free booklets on the use of PC Foamglas 

Corning Corporation, 632 Duquesne Way, Pittsburgh | RONI de | 

99. Pennsylvania. | Roofs OW Floors... | 
| 

| Nan rer RE i 

Also Makers of PC Glass Blocks • | i 

| Address..... ET I ET e et | 

PC FOAMGLAS | | 

eet INSULATION 0. 

t 1 
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Murphy Cabranette Kitchens 
made in 4 widths 


Designed, engineered, manufactured and guaranteed by one 
organization which devotes its entire facilities to the manu- 
facture of apartment kitchens. 


ОҒ welded steel construction, with exposed surfaces of genuine 
vitreous porcelain, Murphy Cabranette Kitchens are unique 
in the permanence of their 
beauty. They never require re- 
decorating; upkeep costs are 
neglible. 


No. 39 


Ultra-compact kitchen, 
planned for the small effi- 
ciency apartment or bachelor 
suite. Only 39 inches wide 
and 23 inches deep, it fits 
in a tiny space. 


No. 480 


Full kitchen convenience in 
two-by-four space. Gas or 
electric range with oven, elec- 
tric refrigerator, sink and 
storage cabinets. Only 48 
inches wide. 


Illustration below illustrates 
Models 60 and 66. 


Utility and 
Implement 
Cabinets 


Implement cabinets and util- 
ity cabinets (with shelves) in 
15 and 21-in. widths, can 
provide for added storage 
space. 


No. 60 
(60-inch) 


No. 66 
(66-inch) 


Utility 
and im- 
plement 
cabinets 
fit all 
kitchen 
assem- 


blies. 


DWYER PRODUCTS CORPORATION 


Dept. R2, Michigan City, Indiana 
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NEW CALIFORNIA DIVISION 
REPORT 


MORE THAN 21 WEST COAST BUILDINGS 
CONSTRUCTED WITH AMERICAN 
WOOD BOWSTRING TRUSSES 


Our new California Division, 
recently established to better 
serve the entire West Coast, 
reports a big demand for these 
superior roof trusses, especially 
designed to protect buildings 
against earthquakes and other 
disturbances. 

Architects and Engineers 
everywhere, can learn the many 
advantages of specifying Amer- 
ican Roof Trusses for Stores, 
Bowling Alleys, Factories, Ga- 
rages and other buildings simply 
by writing to our nearest office, 
today, advising of the application. 


Actual photos showing advantages of 
roof truss construction in many types 
of buildings. 


| کے‎ 2 5 th Anniversary 1922-1947 


AMERICAN ROOF TRUSS CO. 


CHICAGO, 49 LOS ANGELES, 37 
6844 Stony Island Ave. 292 W. Santa Barbara Ave. 
Phone PLAza 1772 Phone ADams 1-4379 


The Burt line includes gravity, 
fan and continuous ridge types 


Freeflow Fan 
VENTILATORS 


FOR FAST, CONTROLLED 
VENTILATING EFFICIENCY 


The Burt Free-Flow Fan Ventilator offers you several important 
advantages. When its fan is not in use, it acts as a gravity unit. With 
its fan in operation, capacity is greatly increased, regardless of 
access to wind flow. It can be spotted directly over area to be venti- 
lated or used on duct work flues to increase their capacities. See 


Sweet's or write for data sheets on this highly efficient unit. 


SEND 
FOR CATALOGS 


THE BURT MFG. CO. 


ROOF VENTILATORS * OIL FILTERS 
EXHAUST HEADS 


48 East South St., Akron 11, Ohio 


Burt Engineers 
are glad to 
help on plans 
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у: Magnified cutaway view of 
x No. 50 (as shown in hand to 
EM. efi) installed in a DELANY 


Ounces of Prevention SS 5: 
Prevent Rounds of Epidemic 


—thru the use of No. 50 By preventing back-syphonage from enter- 
ing the fresh water supply lines you STOP 
COMPLETELY one of the commonest 


DELANY VACUUM BREAKER with sources of possible contamination with 


probably transmission of water borne 


ANY flushometer installation. diseases. 
SIMPLICITY IS TRUTH 


ЖЗ : D Everyone accepts the fact that the maximum of 
acillus Dysenterial Shiga: ; à xm а 
Causes haman dysentery top performance derives from simplicity. The 
7 long life and iron clad protection provided in our 
No. 50 Vacuum Breaker has been proved in many 
laboratories of national repute. (Send for copies). 
Also, its simplicity of design, free of numerous 
parts, emphasizes its low cost maintenance. When 
necessary, the accessibility and the replacement 
of one part (rubber sleeve) regains instantly the 
initial efficiency and is accomplished in less than 
three minutes. The No. 5o is always self-policing. 
Тһе No. бо Delany Vacuum Breaker meets the 
requirements of the U. S. Bureau of Standards 
and is fully approved by most States and 
municipalities. 


Bacillus Typhosus, the causa- 
five organism of Typhoid Write for Folder 


SINCE 1879 


ne & Delan 


BROOKLYN AN. X. 
FLUSH VALVES - VACUUM BREAKERS - PLUMBING SPECIALTIES 
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A 
It's brand new! 
The STAR 


Ombines 


a new approach to office lighting 
Specifically designed for eyesight 
protection, Wakefield’s new Over- 
ALL lighting provides smooth, 
pleasing, diffused light over all... 
makes for fewer errors, less eye- 
strain, more cheerfulness. Based 
on lighting results where they 
count. Ask your Wakefield dis- 
tributor or power company light- 
ing engineer about Over-ALL 
lighting —or write for new catalog 
No. 46. The F. W. Wakefield Brass 
Co., Vermilion, Ohio. 


саса | 


LIGHTING EQUIPMENT FOR OFFICE, SCHOOL AND DRAFTING ROOM 


. User- 
Ive ex. 


school or d 
room. Ask for 


i7 Z 


The Wakefield Siar 


FLASHING 


3- Way Bond 


CHENEY 


FLASHING 
REGLET 


16 07. COPPER 


НЕМЕҮ FLASHING is again 

being made by the orig- 
inal inventor who pioneered 
the art of thru-wall flashing 
eighteen years ago. 

No thru-wall flashing can 
operate successfully unless it 
has the two very important 
features that are found in 
CHENEY FLASHING — proven 
weep-hole drainage and the 
three-way bond, vertical as 
well as longitudinal and 
lateral. 

Remember, the inferior two- 
way flashings, crimped cop- 
per and membranes, have 
neither the vertical bond nor 
do they drain moisture from | 
the wall fast enough. Further- 
more, their first cost advan- 
tage has disappeared be- 
cause today Cheney Flashing 
is no longer a specialty—it's 
a standard commodity. 


WRITE FOR 
DESCRIPTIVE FOLDER Dept. R 


CHENEY INDUSTRIES, Trenton, М. J. 
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HAWS 


MODERN DESIGN, 


quality material and craftsmanship make HAWS Drinking Fountains 
and Electric Water Coolers the architect's choice for store and other 
type building installation. Durable, dependable, easy operating, 
simple maintenance... they offer trouble-free service and complete 
drinking water sanitation. There’s a model and design for every par- 
ticular requirement. You can depend on HAWS for the finest in drink- 
ing water facilities. Specify HAWS with confid- 
ence! Write today for complete HAWS catalog. 
AWS DRINKING FOUNTAINS 


HAWS DRINKING FAUCET СО. 
1808 HARMON STREET (Since 1909) BERKELEY 3, CALIFORNIA 
Agents and Sales Representatives in All Principal Cities 


422 aster 
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White for descriptive literature 
MAAS ORGAN COMPANY 


DEPT. R, 3015 CASITAS AVE. 
LOS ANGELES 26, CALIF. 


ARCHITECTURAL RECORD 


ISALY DAIRY COMPANY, Inc., Youngstown, O. 
Charles A. Owsley, A. l. A., architect 
James P. Lombard Co., builders 


STAINLESS STEEL 


by Jamestown Metal Corporation 


Modern applications of a modern metal. 
All illustrations are installations of Stain- 
less Steel in this fine, new dairy plant. 


Interior and exterior 
applications of stain- 
less steel. 


letak low 


104 Blackstone Avenue Jamestown, N. Y. 
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TRIAL BY 


E rotor 


TRIAL BY Okolite-Okoprene cables re- 
sist the attack of commonly- 

ACI D used industrial chemicals. 

TRIAL BY Cables insulated with Okolit 


Okoprene retain their electrical 
'stability even when M 


“MOISTURE 22772 | 
AND NOW TRIAL BY YOU 


If you're not already using Okolite-Okoprene* cables, 
actual use in your own plant should confirm your 
selection. Millions of feet of Okolite-Okoprene — in 
every type of industrial service — have established their 
long life and low tnaintenance. 

And keep in mind these other facts about Okolite- 
Okoprene cables . . . no braids to гос... oil-resistant... 
unaffected by sunlight and extremes of hot and cold 
weather ... high temperature operation (75°C) 
Write for bulletin OK-2009C. 

The Okonite Company, Passaic, М. J. 


*U. S. Pat. Мо. 2,312,058 


OKONITE 


| insulated wires and cables 


U. S. MAIL 
CHUTES 


are essential in pro- 
gressive apartments 
and hotels. 


This little Miss pre- 
fers to mail her own 
letters and so do her 
parents. 


This equipment may be leased 
if desired 
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* KOH-I-NOOR : KOH-I-NOOR : KOH-I-NOOR . 


The RIGHT pencil 
for the RIGHT job 


KOH-I-NOOR - KOH-I-NOOR - KOH-I-NOOR : KOH-I-NOOR 
HOON-FHON : NOON-THOM ° HOON THOM * 3OON--HOM 


The RIGHT pencil for the RIGHT job 
KOH-I-NOOR PENCIL COMPANY, INC., BLOOMSBURY. NEW JERSEY 


IN MUSIC DISTRIBUTION, 


Di 


est quality, specify 


Д Western Electric 
SOUND SYSTEMS 
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2 NEARS COMPLETION ІМ THE 


/ CHICAGO TRIBUNE’S PRIZE 


HOME BUILDING PROGRAM 


Veteran's home features ceiling 
radiation heating system using 
Bryant Model 26 Boiler 


Near completion in suburban Chi- 
cago is this attractive ranch style 
house, the first of 22 new Metropoli- 
tan Chicago homes being construct- 
ed in the Tribune's Prize Homes 
Building Program. Like all others 
in the Program, the house will be 
owned by a veteran and is being 
built from a design which won an 
award in the Tribune's recent Chica- 

goland Prize Homes Competition. 

Featured in this house is a comparatively new radiant 
heating method in which the pipes and radiant coils are 
embedded in the ceilings. Walls and ceilings are insu- 
lated with rock wool as part of the heating arrangement. 
Heat source for the system is a Bryant Model 5-W-26 
Boiler, with an output of 90,000 btu per hour. 

'The Bryant Model 26 Boiler, long a favorite in the 
nation's home radiation heating systems, is made in ten 
sizes to provide for a wide range of hot water or steam 
applications. Bryant Heater Company, 17825 St. Clair 
Avenue, Cleveland 10, Ohio. Oze of tbe Dresser Industries. 
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Suitable for a 50-foot lot, tbis bome for a 
navy veteran and bis family was adapted 
from a design by Lt. W. R. Burns, Jr., of 
Harrisburg, Pennsylvania. 


"yani 


HEATING 


LET THE PUP BE FURNACE MAN 


187 


а complete line of 


METAL and PLASTIC TRIMS 


When you specify S&W Mira-Trim 


you can select exactly the shape, 


material and finish you want for 
exactly the accent desired. Mira- 


plas - colorful plastic; Mirachrom 


—bright aluminum; Miralite- 
non-rub soft finish; Miravel - vel- 


vet finish; Mirasteel - gleaming 


stainless steel. Use Mira-Trim for 


Two ROOMS 
FOR ONE! 


modern beauty. Quickly available 
through local distributors every. 


where. 
It’s easy with Modernfold, the accordion-type door! And you 
get the one large room back again by folding the doors to wall. 
Study the floor plan. It shows a living-room-library combination 
but Modernfold works equally well in dividing a large bedroom 
into two smaller ones. Its space-saving advantages can be used 
successfully for closets, kitchens, bathrooms, etc. Get full Y 
details today. Remember Modernfold ...fabric-covered for > $ 8 W 


beauty, metal-framed for rigidity and strength. 
OULDING CO. 
T 


E —COLUMBUS 6, OHIO 
* The House of Mira-Trim * 


S & W catalogs should be in 
your file. Sent on request. 


Doors can be delivered in 30 to 45 days after acceptance of order at factory 


NEW CASTLE PRODUCTS 
NEW CASTLE, INDIANA 


Dealers in all principal cities in the United States 
and many foreign countries IN CANADA—CANADIAN MOULDINGS LTD 
" CHATHAM, ONTARIO 


DEP 


DRAV O DIRECT FIRED HEATERS 


for 
open -space 
HEATING 


ARCHITECTS 


ANNOUNCING а recent development 
of a new Cork-Rubber Tile and Abrasive 
Tile flooring for Industrial, Commercial, 


and Residential installation. 


Dravo Direct Fired Heaters 
are designed for heating in- 
stallations in large unob- 
structed areas, where they Important Features 
may be installed as single — , Stainless Steel Combustion 
units or in multiple for heat- Chamber 


ing factories, warehouses, % Counterflow Combustion of Fuel 


foundries, machine shops, air- within the Chamber 


port hangars, garages, and ® Prr a of Unit 


similar establishments. 


Watch for further announce- 


ment of availability 


In the meantime, SEE OUR CATALOG 


ІМ SWEET'S displaying our entire line of е Reduction of Roof Loss by Effec- 
as tive Floor-Level Recirculation 
building products. 


Unit capacities of Dravo Direct 4 
< - - Desi 
Fired Heaters range бота 100.000 to Four-Pass Gas-Flow Design 


2,000,000 BTU/Hour. Design and Accessibility for Cleaning 


installation features are described in е Flexible in Application, Easy 
detail in Bulletin OA-514. to Install 


Эт Manufacturers of Building 


Products for over 25 years 


SERVICISED PRODUCTS CORP. 


6051 West 65th Street, Chicago 38, ПІ. 


mm i HEATING SECTION 
ES DRAVO CORPORATION 


p^ 


300 PENN AVENUE PITTSBURGH 22, PA. 
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Lighting engineers like ALBA-LITE 


for many reasons. One of them is its 
almost unlimited design flexibility. The 
various bends illustrated above indi- 
cate some of the possibilities. 

Тһеге are others, too, because ALBA- 
LITE is available in rolled sheet form— 
flat or bent—straight-edged or flanged 
— plain or patterned to comply with 
your specifications. This, combined with 
its attractive appearance (lighted or 
unlighted) and high lighting efficiency, 
is making ALBA-LITE the first choice 
for fluorescent lighting applications. 


Let us send vou a free sample for 


*Lighting glassware 
for use with fluores- 


comparison with the glass you are now 
using. You will readily see why this 
new Corning product will help make 
your next fluorescent installation out- 
standing. 

Specify ALBA-LITE for your next 


lighting job. 


OTHER CORNING LIGHTINGWARE 
FLUR-O-GUIDE Lens Panels engi- 
neered for directing fluorescent light. 
PYREX brand Lenslites, designed 
for directing incandescent light. 
A complete line of commercial and 


residential lightingware. 


unusual design flexibility 


ALBA-LITE OFFERS 
THESE SPECIAL FEATURES 


Color Selectivity — ALBALITE is 
a light opal glass transmitting 


the full color spectrum. 


Light Diffusion — is secured 
through the special composition 
of ALBA-LITE rather than 
through surface treatment. The 
result is a smooth, easy-to-clean 


surface. 


High Light Efficiency—This trans- 
lucent glass provides high light 
transmission and low light 


absorption. 


cent lamps. Corning 
Glass Works does not 
manufacture or sell 
lighting fixtures. 


"CORNING" AND “ALBA” ARE REGISTERED TRADE-MARKS AND INDICATE MANUFACTURE BY CORNING GLASS WORKS, CORNING, N.Y. 


CORNING GLASS WORKS 


TECHNICAL PRODUCTS DIVISION 
CORNING, NEW YORK 


GLASS PIPE GAUGE GLASSES LIGHTINGWARE SIGNALWARE 
LABORATORY GLASSWARE OPTICAL GLASS GLASS COMPONENTS 


um mS NE UM ВЛ ВЛ ВИ GM EN UG NX GS Um 
CORNING GLASS WORKS, DEPT.R-2, CORNING, N. Y. 


Please send me your new Alba-Lite Bulletin 


NAME: 2 d eati ЕР Го ЗЕ ба и ем U TR 
COMPANY ...........: 

ADDHESS La see сам Ы баға аа 

Coe ee EEN res ZONE...... STATE 


New Scope for Your Home Planning 
— with New 


4 


woodwork 


Mantels—entrances—china 
cabinets—stairways—beauti- 
fully proportioned, designed 

by well-known architects! This 
new Curtis Woodwork is yours 
to use in planning 

more attractive homes. Curtis’ 
wide variety of design fits 
every taste and meets every 


beautifully illustrated litera- 
ture — and for the name of the 
Curtis dealer in your locality. 


building budget. Write for | 


the professional 
man's refill drawing 


these exclusive features 


pencil which embraces СУ 
о 


QUICK — Just press 


your thumb on the but- 
ton release. Eliminates 
two-hand screwing or 
turning operation. 


CLEAN —No need to 


touch the lead and get 
graphite particles or dust 
on your fingers or 
smudges on your draw- 
ing. Hold point to 

paper, press button, lead , 
can be adjusted up- 
ward or downward. 


for drawing 
sketching 
retouching 


‘NON - BREAKAGE 


—an unusually fine pre- 
cisioned collet supports the 
graded lead all the way around 
and prevents it from breaking or 
snapping off under greater than 
normal pressure during the pointing 
or sanding process or when іп 
actual use. 


only М | 


‘at your Holds all standard makes of refill 
Art Supply graded drawing and retouching 
House, 4 leads. We recommend WINNER 
Drawing  Techno-Tone 1930. 
Material 


Dealer, Blue 
Printer, Stationer 
or Photographic 
Supply Shop. 


/ NORTON — тте 


| ilt Up to an Exact Standard 
| idi Down to a Cut Price 


NORTON DOOR CLOSER COMPANY 
Division of The Yale & Towne Mfg. Co. 


\ 2900 N. Western Ave., Chicago 18, Ill. Steal Precision— 


Rack and 
Pinion 
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2 7 


Ж ЖАЖА s 
/ Gf 


fm DIPT L 


SHINGLE Ва 


CREO-DIPT STAINS 


FOR WOOD SHINGLE ROOFS AND SIDE WALLS 


CREO-DIPT 


COMPANY, INC. 
Established 1911 


NORTH TONAWANDA, N. Y. 
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Же” Even Hard-to-Heat Homes 
„Сап Be Heated with —— 


Hy-Power Sections are 

supplied in 12" and 24" 

lengths, shipped in as- 
semblies up to 6 ft. 


RADIANT BASEBOARD 


The greater heat output of Hy-Power BASE-RAY is achieved 
through the use of vertical fins on the back of the unit, with air 
inlets at the bottom and outlets at the top. This type of BASE-RAY 
radiant baseboard is recommended for rooms or homes requiring 
extra heat and for rooms where baseboard space is at a minimum. 

With Standard and Hy-Power BASE-RAY the architect is in a 
position to solve a great variety of heating problems with Radiant 
Baseboard units. Both types are simple to install. Neither requires 
any structural change, in old or new dwellings. Both can be used 
with any hot water, two-pipe steam or vapor system. 

Aside from the obvious design advantages of Burnham BASE- 
RAY heating, these cast-iron baseboard units offer modern Radiant 
Heating in its best and simplest form. National advertising is con- =~ 
tinuously informing your clients of the unique advantages of BASE- Pj 
RAY radiant heating. It will pay you to get all the facts. Won't 
you mail the coupon TODAY ? 


MAIL COUPON BELOW FOR BOOKLET 
GIVING COMPLETE INFORMATION 
ON BASE-RAY RADIANT BASEBOARDS 
It gives ratings and installation 
data which will bring you up-to- 


date on this new and simple form 
of RADIANT heating. 


*Reg. U. S. Pat. Off. 


IRVINGTON, N. Y., Dept. AR27 


Member of the Institute of Boiler and 
Radiator Manufacturers 


Burnham Boiler Corporation Dept. AR27 
Irvington, New York 


Gyide on BASE-RAY Radiant Basebocrds''. 


m 
| 
| 

Please send те copy of ''Ratings and Installation | 
| 
| 
| 

RAQIANT WARMTH l 

| 
| 
| 
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Decorate as you Build 


THE functional WALL FINISH 
completes the structure, 
décorates the wall 


in one simple operation. 


The most economical treatment 
for walls and ceilings of 
hotels, hospitals, schools, 


institutions, etc. 


washable — sunfast — durable 


FREDERIC BLANK & COMPANY, INC. 


Established 1913 
230 PARK AVENUE, NEW YORK 17, N.Y. 


Specify CENTURY 385 
rr STORE LIGHTING 


The Superior Baffle Downlight 
SHARP CUT-OFF AT 45° eliminates glare 


at normal angles of vision. 


LOW SURFACE BRIGHTNESS 7t the fixture 


renders light source almost invisible. 


Specified for Recent 
Store Installations By: 
' KETCHUM GINA & SHARP 
EDWARD E. ASHLEY 
THOMAS SMITH KELLY 
KAHN AND JACOBS 
FURNO & SNOW 
DONALD DESKEY 
ASSOCIATES 
DEYOUNG MOSKOWITZ 
& ROSENBERG 
List Price $22 ROSS FRANKEL 
THOMAS M. BELL 


Catalog 385 
(U. 8. Patent Pending) 


Refer to our listing in Sweets Architectural File 30 а/2. 


Write for the Century Catalog and data sheets. 


Century lighting equipment is ENciNREnED lighting equipment 


CENTURY LIGHTING, INC. 
419 W. 55th Street, New York 19, N. Y. 
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—MALTA 4A 
WINDOW FRAMES 


Exclusive Features 
Assure 
Satisfaction Plus 


The exclusive patented features are 
but three of the reasons why Malta 
Window Frames assure greater satis- 
faction to architect, contractor, dealer 
and customer. 


3-WAY JAMB CLAMP—Prevents 
jamb pulling away from sill end— 
prevents leakage—reinforces frame. 


MULL CENTER CLAMP— Makes permanent water tight sill— 
Mull Center Joint. 


OVERHEAD PULLEYS—Give frame neater appearance— 


allow any type weather-stripping—allow cutting length of frame 
down to pockets. 


Write 
for Catalog 
that Describes 
Malta Frames 
in Detail 


3-Way Jamb Clamp 


THE MALTA MFG. CO., MALTA, OHIO e; ace: 


Malta Frames Cost Less Per Year Of Service 9^ 191 


up 


COSTS LES. Latest electronic manufacturing methods 


plus high volume production put Olsonite ahead of the field 
both in low unit cost and in speed of delivery. 


LOOKS BETTER Olsonite will not chip or mar and 


resists acid or cigarette burns. Non-corrosive brass hinges 
are covered with Olsonite so that no metal is exposed. 


LASTS LONGER Solid homogeneous plastic 


construction has no core to split or warp. There 
are no joints, seams or crevices to give way. 


WRITE DEPT. AR 2 FOR INFORMATION 


wedish CRUCIBLE STEEL company 


PLASTICS DIVISION 
8561 BUTLER AVENUE • DETROIT 11, MICHIGAN 


ARCHITECTURAL RECORD 
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FOR А CLEAN, QUIET STORE 
TURN TO OIL HEAT.... 


and for efficiency and 
economy, specify Petro! 


Cleanliness is of primary importance to store 
owners. А clean store building means fewer losses 
chargeable to dirt-caused mark-downs . . . reduced 
cleaning and maintenance bills ... less non- 
productive labor charged against overhead. That’s 
why so many retailers — and store designers — 
are turning to oil heat as they plan new buildings 
or modernize old structures. 


From neighborhood shops to metropolitan de- 
partment stores, Owners are reporting clean, 
economical, efficient heat delivered by PETRO 
oil-fired equipment. Specialists in store design 
echo their findings. Results like those commented 
on by Mr. Lapidus, at the right, have been dupli- 
cated by others — in stores heated by steam, 
vapor, hot water, and warm air alike. 

Regardless of burner size, whenever top effi 
ciency and low-cost operation are first consid- 
erations, PETRO Oil Burning Systems welcome 
your thorough investigation. 


INDUSTRIAL MODELS: No. 5 ог No. 6 fuel oil; manual, semie 
or automatic operations; 8 sizes up to 450 bhp. Thermal Viscosity 
preheating. 


DOMESTIC MODELS: No. 3 or lighter oils; “conversion” and 
combination-unit types, 7 sizes. Patented “Tubular Atomization." 


FULL DATA on Petro Industrial Burners are in catalog files of 


Sweet's and Domestic Engineering. Details on Petro Domestic 
Burners available in separate catalog. Copy of either sent gladly 


PETRO 


REG. U. S. PAT. OFF. 


cuts steam costs 


Morris Lapidus of New York has designed 
well-known chain and department store 
buildings as far west as California and Texas. 
He is a specialist in the functional planning 
of store interiors, as well as in the design of 
exteriors and complete buildings. Experi- 
ence like his make these observations par- 
ticularly valuable to architects and engineers 
who are currently designing tomorrow's 
stores. Mr. Lapidus writes: 


“Іп planning stores, one of tbe chief objects we 
have in mind is to keep the interior free from 
dust. The use of oil burning systems helps to 
eliminate the dirt resulting from other fuels, 
and produces clean, quiet surroundings. The 
retailer doesn’t like to be a janitor, and the 
automatic operation of oil systems cuts down on 
his labor and labor costs. 


“In our experience, PETRO Burners mean 
owner profit and customer comfort. They oper- 
ate without excessive repairs, and low operating 
and fuel costs mean a substantial saving in the 
store budgeting." 


PETROLEUM HEAT AND POWER СО. • Makers of Good Oil Burning Equipment Since 1903 • Stamford, Connecticut 
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the danger 
of scalding water 


In shower baths and 
wash fountains 


1 Powers CONTROLLER 
will SAFEGUARD as many 
as 25 showers against scalding water 


Use Powers Thermostatic Water Controllers for Group Showers, Wash 
Fountains, Hot Water Line Control and Industrial Processes. Capacities 
up to 2,650 g. p. m. Write for Circular 3017. THE POWERS REGULATOR 
COMPANY, 2752 Greenview Ауе., CHICAGO—Offices in 47 Cities s2a 


POWERS “sis: 


TEMPERATURE 
Ld db db ac ced n M E de ur E E EE NE NE NE dE ME dE K€ 


CONTROL 
Рпизиа: 


decorative effects 


БӨ Еа 
62 


хоррор 
А. 
ж 


Seele 
VO БББ 


Mpa 


For unusual decorative effects combined with 
practicality, Hendrick Grilles offer a choice of 
over a hundred attractive designs. 

Of highest quality in materials and manufacture 
— accurate sizes, clean-cut perforations, freedom 
from imperfections — Hendrick Grilles are fab- 
ricated from aluminum, brass, bronze, copper, 
Monel, steel and stainless steel. Write for detailed 


information. 
EA 
Y 25. 


= 


HENDRICK 


Manufacturing Company 
38 DUNDAFF STREET, CARBONDALE, PA. 
Sales Offices in Principal Cities 


Perforated Metals 
Perforated Metal Screens 
Architectural Grilles 

Mitco Open Steel Flooring, 
**Shur-Site’’ Treads апа 
Armorgrids 


xn a eS oe ne eS eee RE KR KER HK NR HK ж 
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CREOSOTE SHINGLE 
STAINS... 


The Economy of 


Using the BEST 
Their deep penetrating 


creosote assures years of beauty 
and protection — yet Cabot’s 


high quality Shingle Stains cost 
less than half as much as good 
paint. Cabot’s Stains won't peel 
or blister, even when used on 
green lumber. Cabot’s Creosote 
Stains are available in a wide 
variety of colors, from clear 
brilliant hues to attractive 
weathering grays and browns. 


Free Booklet—-sqined Houses"— 
contains illustrations and complete 
information, plus color card. Samuel 
Cabot, Inc, 1289 Oliver Bldg., 
Boston 9, Mass. 


KIMBERLY 


CARBO-WELD 


, GENERAL PENCIL COMPANY 


67-73 FLEET STREET, JERSEY CITY 6, N. J. 


ARCHITECTURAL RECORD 


TheTrusconPlan- 
ning Board says: 
\ “Right now, as of 

Jan. 15, the big 
question is deliv- 
eries, andit sany- 
body's guess as to 
what actually 
will happen. Our present delivery sched- 
ules read like this: Industrial Windows, 
20 to 32 weeks; Office Building Windows, 
24 weeks; Ferrobord Steeldeck, 16 weeks; 
O-T Steel Joists, 8 weeks; Clerespan Joists, 
contingent upon ability to get structural 
shapes. But somewhere along the line the 
bottleneck on one or more materials may 
break, and the whole system of production 
would be rapidly speeded up. Our sug- 
gestion is that you keep in close touch 
with your Truscon representative, and 
work with him on all specifications." 


For Those Long, Long Reaches 


If you’re working on a job that in- 
тілей big arcas of open floor spaces, 
let your slide rule play with the in- 
teresting figures on Truscon ''Clere- 
span'' Joists. A great many beautiful, 
obstruction-free areas up to 64 feet 
in width have been attained with 
this strong, light-weight joist. Such 
a variety of jobs as the Safeway Stores, 
Omaha; National Lead Co. Shipping 
Building, St. Louis; La Salle St. Sta- 
tion Train Shed, Chicago; Boulder 
High School, Boulder, Colo.; Ohio 
Bell Telephone Co. Office and Storage 
Building, Zanesville, Ohio, and hun- 
dreds of others in wide variety, indi- 
cate the many building needs met by 
“Сіегеврап”” Joists. 


Fundamentally, a Truscon ''Clere- 
врап” Steel Joist is a Pratt truss 
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having top and bottom chords, each 
composed of two hot rolled angles 
with plain round individual web 
members except for bridging posts, 
which are composed of hot rolled 
angles. Truscon ‘‘Clerespan’’ Steel 
Joists are designed in accordance with 
standard accepted engineering prac- 
tice. Top chords are designed for bend- 
ing between panel points as well as for 
direct compression. All connections 

are positively secured by means 
of electric arc welding. 


The 


Truscon 
**Clerespan'' 


Joist 


Your Sweet’s File, or your new Trus- 
con catalog on “‘Clerespan’’ Joists, 
will give you complete details on this 
practical steel construction member. 
And don't forget to ask your Truscon 
representative to help you in design- 
ing and engineering buildings that 
require large floor areas without 
posts, or supports except at joist ends. 


шады 1 


Roofs — Big or Small 


Whether it's just a small store or a big factory 
building, you'll find the answer to your roof 
problems in Truscon ''Ferrobord'' Steeldeck. 


If you have а flat, pitched or curved roof on 
which to put an economical, permanent deck, 
"'Ferrobord'"' permits you to meet all the re- 
quirements of such a job. 


"Ferrobord'' Steeldeck consists of a parallel 
system of strong structural interlocking steel 
members, which present a smooth surface over 
which can be applied built-up roofing of any 
type, with or without insulation. *‘Ferrobord”’ 
is made from both 20-gauge and 18-gauge 
copper-bearing strip steel, having an ultimate 
strength of not less than 50,000 Ibs. per square 
inch. Each unit is 6 inches wide and has a 
depth of either 114 or 134 inches. 


With these specifications you can design a roof 
job that's got strength and effective area cover- 
age at reasonable cost. The Truscon Steel Com- 
pany will be glad to cooperate with local roof 
companies in selecting the proper type of in- 
sulation and built-up roofing to meet certain 
definite requirements of structures. 


Jobnny-on-tbe-Spot 


The Truscon Steel Company bas engineering 
and sales offices in 43 major cities, strategi- 
cally located throughout the United States. 
Each of these offices is manned by experi- 
enced men who have been in the designing 
and structural business а long time, and are 
capable of giving you helpful, intelligent 
service on your daily problems. There's a 
Truscon man in your own town, or just a 
short trip away. Don't hesitate to ask him 
to call on you, no matter where you are. 


Which Way— 
In or Out? 


There are a lot of times 
when you need a commer- 
cial window that’s notonly 
good looking but one that 
must meet special require- 
ments. For instance, ifwin- 
dows must be screened, the 
outward projected type is 
the answer. The same 
is recommended when the 
ventilator must not, in an open position, in- 
trude on the interior clearance required for 
crane movement, nor interfere with shades. 
Conversely, the ventilators may project in and 
provide needed ventilation without extend- 
ing beyond the building line. The Truscon 
Commercial Projected Window is especially 
made for requirements of this kind. It's a 
ood window to use for designing large win- 
pu areas, too. Write for literature on the 
Truscon Commercial Projected Window, giv- 
ing you complete mechanical features, con- 
struction details, and types and sizes. 


New Literature 


A complete new booklet 
on Truscon Straight Slide 
Steel Hangar Doors is 
available on request. This 
is a product on which we 
can make reasonably 
quick deliveries. If you 
have any airport jobs on 
your boards, get this new M 


ooklet now. —— | 


TRUSCON 


STEEL COMPANY 
YOUNGSTOWN 1, OHIO 


Subsidiary of Republic Steel Corporation 
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You can ask this question ... 
when you use Ozalid. 

For Ozalid's versatility lets 
you reproduce your tracings as 
any one of 10 different types of 
prints. Thus you can match 
print to job—exactly. 

For example, you can specify 
prints with black, blue, red, or 
sepia lines on a white back- 
ground . . . thereby “соіог- 
coding" the work of different 
operations. Or you can repro- 
duce your tracings on Ozaplas- 
tic, which is waterproof, oil- 


Write today 
for free 
booklet 
No. 206 


How will the print he 


used? 


proof, and can be cleaned with 
à damp cloth. 

And think of this: You can 
even make transparent overlays 
in different colors direct from 
pencil tracings! 

These are only a few of the 
prints you can make—each in 
seconds, each in the same man- 
ner. And only a few of the 
money-saving uses you'll find 
for Ozalid. 

See the 10 types of Ozalid 
prints you can make and learn 
the complete story. 


OZALID 


Division of General Aniline and Film 
Corporation, Johnson City, New York 


Ozalid in Canada — Hughes Owens Co., Ltd., 


Montreal 


. . Meet the 


UNSEEN GUARDIAN 
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SYMBOL OF 


SISALKRAFT PRODUCTS 


Contemporary 


SHOPS 
in the United States 


By EMRICH NICHOLSON 


Second and 
Enlarged Edition, 1946 


CONTEMPORARY SHOPS IN THE 
UNITED STATES was published to 
supply an insistent demand. Many 
merchants — many designers — 
many people deeply interested in 
modern architecture — knew how 
much fine work had been done in 
this field. They demanded a book 
which should show examples of such 
work, recently carried through in 
the United States. 


Including the supplement of 24 
pages, over 400 illustrations, plans, 
etc., showing 113 shops, large and 
small, handling many lines of mer- 
chandise, located from coast to coast, 
designed by 70 leading designers 
and architects. 216 pages. 8% by 11. 
$10.00. 


THE ABOVE BOOK WILL BE MAILED POSTPAID ON, RECEIPT OF PRICE 


Send your order and payment direct to 


Book Department, Architectural Record 
119 West 40th Street, New York 18, М. Y. 


Please send copyls) at $10 per copy. 
CONTEMPORARY SHOPS IN THE UNITED STATES 
Money order or check for $ enclosed 
(For М. Y. City Delivery add 2% Sales Tax— $10.20 in ell) 


ARCHITECTURAL RECORD 


Horizontal and downblow types іп a complete 
range of capacities. Write for catalogs. 


FEDDERS-QUIGAN CORPORATION 


BUFFALO 7, NEW YORK 


А “find” for the ARCHITECT! 
When your clients ask "What color will be best?” you'll 
have a quick answer in the handsome Moleta 
COLOR GUIDE. 
150 beautiful colors are displayed . . . Blues, Greens, Yel- 
lows, Grays, Browns... every tint from the palest to 
the darkest ! 
Formulas are given on the reverse of each color sheet 
(9" x 15") to show how the shade can be quickly made. 
Price, $5.00 . . . delivered anywhere in the U.S.A. Write 
for your copy. 
MONROE, LEDERER & TAUSSIG, INC. 
606 N. AMERICAN STREET PHILA. 23, PA. 


Moleta . "^ 


ARCHITECTURAL OIL PAINT 


THE TRULY WASHABLE FLAT PAINT 
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SPOT 


REG-U-$ PAT-OFF 


SASH CORD j, 


BOSTON 10, MASS. 


when planning a new 


SCHOOL BUILDING 


you will want to see the 
latest HORN BROS. 


design in — 


* FOLDING PARTITIONS 
* SLIDING PARTITIONS 

* SOUNDPROOF DOORS 
* FOLDING BLEACHERS 


For complete information 
consult the latest SWEET'S ж 
CATALOG or write to 


HORN BROTHERS CO. 


FORT DODGE, IOWA 
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FIVE THINGS TO REMEMBER 


when you plan Air Conditioning for a bank 


1. COOLING* 
Not too cold nor too 
warm — just right 
evenon hottest days. 


2.DEHUMIDIFICATION* 
Wrings mugginess out of 
the air. Proper humidity 
level all year round. 


3. CIRCULATION 
Air is gently circulated 
for uniform coolness 
throughout. 


gu A BANK should be cool. But 
it takes more than just cooling to 
make a satisfied client. It takes all five 
benefits of Better Air Conditioning— 
General Electric Air Conditioning. 


Make sure your client gets Cooling*, 
Dehumidification*, Circulation, Filtra- 
tion, and Ventilation in the proper 
balanced combination. 

Call your G-E distributor or contrac- 
tor. for many valuable suggestions in 
design and layout. He can help you save 


time and in many cases help to reduce 
over-all costs. Or you can call on a 
4. FILTRATION representative of the General Electric 
Most of the dust and dirt Air Conditioning Department at the 


is removed by the large, nearest local office. 
efficient filter. 


5. VENTILATION 


Maintains fresh atmos- 
sphere by introducing 


You'll find description and summary plenty ok onticonair: 


specifications of General Electric equip- 
ment in Sweets Catalog, Section 29 A-6. 
General Electric Co., Air Conditioning 
Dept., Section 7442, Bloomfield, N. J. 


* In winter Better Air Conditioning includes controlled heat 
and humidification. 
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At Princeton, N. J., lair of the tiger, a fine, big gymnasium is rising 
against the background of ivy-clad walls, venerable trees, and 
well-kept lawns of the university campus. 

Here, as in many other classic college buildings—gymnasiums, 
dormitories, libraries — Bethlehem structural shapes are the bone 
and sinew. Cloaked from view by granite, brick or limestone, 
they provide the inner strength and durability that are essential 
to lasting beauty. 

Bethlehem structural shapes are rolled in a full range oí sizes, 
from 36-inch wide-flange beams down to the smallest shapes 
used in steel construction. They are present in many a campus 
building, many a bridge, many a lofty tower. We hope they will 
soon again be available in good supply to architects and con- 
tractors everywhere. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast Steel Corporation 
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